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Preface 



Thanks to the advance of semiconductor and communication technology, 
the wireless communication market has been booming in the last two 
decades. It evolved from simple pagers to emerging third-generation (3G) 
cellular phones. In the meanwhile, broadband communication market has 
also gained a rapid growth. As the market always demands high- 
performance and low-cost products, circuit designers are seeking high- 
integration communication devices in cheap CMOS technology. 

The phase-locked loop frequency synthesizer is a critical component in 
communication devices. It works as a local oscillator for frequency 
translation and channel selection in wireless transceivers and broadband 
cable tuners. It also plays an important role as the clock synthesizer for data 
converters in the analog-and-digital signal interface. 

This book covers the design and analysis of PLL synthesizers. It includes 
both fundamentals and a review of the state-of-the-art techniques. The 
transient analysis of the third-order charge-pump PLL reveals its locking 
behavior accurately. The behavioral-level simulation of PLL further clarifies 
its stability limit. Design examples are given to clearly illustrate the design 
procedure of PLL synthesizers. A complete derivation of reference spurs in 
the charge-pump PLL is also presented in this book. 

The in-depth investigation of the digital ZA modulator for fractional-N 
synthesizers provides insightful design guidelines for this important block. 
As the prescaler is often the speed bottleneck of high-frequency PLL 
synthesizers, it is covered in a single chapter in this book. An inherently 
glitch-free low-power phase-switching prescaler was developed. The timing 
analysis of the switching control loop gives good understanding for a sound 
design. As spurs generated from the delay mismatch in the phase- switching 
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prescaler might be a concern, it is mathematically examined. Another single 
chapter in this book is devoted to the loop filter, which is an integration 
bottleneck in narrow-band PLL because its big capacitor takes a large chip 
area. A simple area-efficient on-chip loop filter solution was proposed. It is 
based on a capacitance multiplier, which is of very low complexity and 
power consumption. Detailed analysis and design of this novel loop filter 
was addressed. 

As this book features a complete coverage of PLL synthesizer design and 
analysis techniques, the authors hope it will be a good manual for both 
acdemia researchers and industry designers in the PLL area. 



Chapter 1 
INTRODUCTION 



1.1 Motivation 

In the last decade, the rapid growth of wireless applications has led to an 
increasing demand of fully integrated, low-cost, low-power, and high- 
performance transceivers. The apphcations of wireless communication 
devices include pagers, cordless phones, cellular phones, global positioning 
systems (GPS), and wireless local area networks (WLAN), transmitting 
either voice or data. A standard specifies how devices talk to each other. 
Numerous standards emerged and are optimized for certain applications. For 
voice, examples include AMPS, NMT, TAGS, D-AMPS, DEGT, GSM, 
DCS, PCS, PDC, TDMA, CDMA, etc. It has evolved from analog to digital, 
from the IG (first generation) to the current existing 2.5G, such as GPRS 
and EDGE. Devices in the 3G wireless standards, which include UMTS 
(WCDMA), CDMA2000 and TD-SCDMA, are also emerging in some areas 
of the world. For data, there are 802.11a/b/g WLAN, ffiperLAN, Bluetooth, 
HomeRF, and so on. More recently, a significant interest has grown in the 
ultra wideband communications [1], [2]. Figure 1-1 briefly illustrates the 
frequency band of some wireless communication standards. 

The recent boom of the mobile telecommunication market has driven 
worldwide electronic and communication companies to produce small-size, 
low-power, high-performance and certainly low-cost mobile terminals. The 
current wireless transceivers involve SiGe bipolar, GaAs and CMOS 
integrated RF front end and some discrete high-performance components. 
From a cost of technology point of view, the standard CMOS process is the 
cheapest one. With a constantly decreasing feature size, it is possible to 
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design the radio frequency integrated circuits (RFIC) in CMOS technology. 
A single-chip transceiver with a minimum number of off-chip components is 
preferred to reduce the cost and size of wireless devices, like cellular phones 
[3]-[7]. 

GSM GSM- 1.8 802.11b/g 

IS-54 DHCT Bluetooth 802.na 

IS-95 GSM- 1.9 HomeRF Hipsaian 



A 


M 


IPS m 


rr 


-2 


0 


DO 




SO 


2.15.4 ... ... MMAC 

Ultra-wideband . , 


1 1 




1 1 III 



0.9 1.8 2.1 2.4 3.1 GHz 4.1 5.1 5.9 10.6 

Figure 1-1. Frequency band of wireless communication standards 

There are still many difficulties, however, in the process of integration of 
RF front-end due to the lack of high-quality components on chip. This book 
focuses on the design of the frequency synthesizer, one of the key building 
blocks of the RF front-end in CMOS technology. The frequency synthesizer 
is used as a local oscillator for frequency translation and channel selection in 
the RF front-end of wireless transceivers. It is a critical component in terms 
of the performance and cost of a wireless transceiver [8]. 

1.2 Summary of book 

This book focuses on both fundamentals and advanced design techniques 
of PLL-based frequency synthesizers. A 2AGHz fully integrated EA 
fractional-N frequency synthesizer prototype is implemented in 0.35//m 
CMOS technology. Efforts have been put on the prescaler and loop filter, 
which are the speed and integration bottlenecks, respectively. 

A low-power and robust prescaler using an enhanced phase-switching 
architecture was proposed [9]-[12]. The new architecture is based on 
generating eight 45°-spaced phases and judiciously arranging the phase- 
switching sequence to yield an inherently ghtch-free phase- switching 
operation. 

In the existing phase-switching architecture [13], the switching is made 
between four 90°-spaced phases generated by cascading two stages of ^2 
dividers. The prescaler' s input frequency is divided by a factor of 4 before 
switching occurs. Since the frequency of the four signals to be switched by 
the multiplexer (MUX) is still high, the MUX is usually implemented with 
current-steering logic and voltage-level amphfication is needed. In the 
proposed enhanced phase-switching architecture, one additional -r2 divider is 
used to generate eight 45°-spaced signals. Since the input-signal frequency is 
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reduced by half, from 1/4 to 1/8 of the prescaler's input frequency, the MUX 
can be implemented with standard digital cells to save power consumption 
and the robustness of phase-switching operation is improved. 

Furthermore, the main problem associated with the existing phase- 
switching architecture is the potential glitches if the switching occurs in the 
incorrect timing window. Thus, various significant efforts have been made in 
the literature to yield a glitch-free phase- switching prescaler [13]-[16]. 
However, all these glitch-removing schemes are not robust and often cost 
considerable power and area, or even sacrifice the prescaler's maximum 
operating speed. But in the proposed enhanced phase-switching architecture, 
an inherently glitch-free phase- switching operation is obtained by means of 
reversing the switching sequence. Thus, no retiming or synchronization 
circuit is needed for the switching control and the robustness of the 
switching operation is guaranteed. 

To provide a further insight into the switching operation in the proposed 
phase-switching architecture, a detailed delay timing analysis of the 
switching control loop is given. By calculating the delay budget in the loop, 
we conclude that usually the first ^2 divider is the only speed constraint of 
this enhanced phase-switching architecture. 

The loop filter is a barrier in fully integrating a narrow-band PLL because 
of its large integrating capacitor. To make the loop capacitance of a narrow- 
band PLL as small as possible while keeping the same loop bandwidth, 
designers increase the loop resistance and reduce the charge-pump current. 
However, there are practical limitations for both the loop resistance and the 
charge-pump current. Thermal noise in the large resistor modulates the 
control voltage and generates phase noise in the VCO, and the charge-pump 
noise increases while the current decreases. 

The dual-path topology has been a popular solution to this problem [17]- 
[22]. It equivalently scales down the largest integrating and zero-generating 
capacitance by the scaling factor of the dual charge-pump currents. Besides 
the increased noise and power due to active devices, the charge-pump of the 
integration path is still working with a very small current and contributes 
significant noise. Also, the delay mismatch of the dual charge-pumps may 
change the loop parameters. Furthermore, at least for the implementations in 
[18]-|^20] and [22], the voltage decay of the low-pass path causes undesirable 
ripples on the VCO control voltage. 

To overcome the constraints of the dual-path topology, a novel loop filter 
solution is proposed [10]-[12]. A capacitance multiplier [23] is used to 
reduce the capacitance by a large factor and make it easily integratable 
within a small chip area. 

Besides contributions on the prescaler and loop filter, a comparative 
study of digital modulator for fractional-N PLL synthesizers is made [24] 
to investigate the optimal design of the digital SA modulator. A third-order 
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three-level digital SA modulator is employed to reduce the instantaneous 
phase error at the PFD. The folding of the LA-shaped phase noise is 
minimized by reducing nonlinearities of the PFD and charge pump [10]-[i2], 
[24]. 

Furthermore, the derivation of the settling time of the third-order PLL, 
the derivation of spurs due to delay/phase mismatches in the phase-switching 
prescaler, a complete analysis of the reference spur in the charge-pump PLL, 
and the behavioral-level verification of the PLL stability limit are all 
presented in this book. 

A prototype chip of the SA PLL synthesizer was fabricated in TSMC 
0.35;Mm, 4-metal 2-poly (4M2P) CMOS process through MOSIS. The die 
size is 2mm X 2mm. It includes a fully integrated 2A fractional-N frequency 
synthesizer and some standalone building blocks for testing. The PLL takes 
an active area of 0.85mm^, of which the digital ZA modulator occupies 
O.Srnm^. With a power supply of 1.5-V for VCO and prescaler, and 2.0-V for 
other blocks, the whole PLL system consumes 16mW, of which the VCO 
consumes 9mW. With the reference frequency of 50MHz, the measured 
phase noise is -\28dBc/Hz at lOMHz offset and the reference spur is - 
57dBc. 

The proposed prescaler only takes an area of 0.04mm^. With a 1.5-V 
power supply, it works well within the PLL's tuning range of 2.23~2.45GHz 
and consumes 3mW. The proposed loop filter occupies 0.05mm^ and its 
power consumption (0.2mW) and noise are negligible compared with the 
whole PLL. 

1.3 Book organization 

In Chapter 2, the fundamentals of the frequency synthesizer including its 
features, applications, implementations, and key parameters (jitter and phase 
noise) are reviewed. Various synthesizer architectures and their pros and 
cons are discussed. 

In Chapter 3, the analysis of the PLL-based frequency synthesizer is 
covered. It includes the continuous-time linear analysis, discrete-time 
analysis, stability concerns, operation modes, and fast-locking techniques, 
etc. An integer-N PLL frequency synthesizer design example is given to 
illustrate the design procedure. 

Chapter 4 concentrates on analysis and design of the EA fractional-N 
PLL frequency synthesizer. ZA noise mapping methods are reviewed. A 
comparative study of digital SA modulators for fractional-N synthesis is 
conducted to provide detailed design considerations and guidelines for this 
block. Other applications of ZA-PLL are surveyed and a design example of 
the EA-PLL is also included. 
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Chapter 5 is devoted to the design of the prescaler. The existing design 
techniques are overviewed. An enhanced, inherently ghtch-free phase- 
switching prescaler is presented. Its architecture and circuit implementation 
are addressed in great detail. The delay budget of the switching control loop 
is analyzed to demonstrate its robustness. Furthermore, spurs generated from 
delay/phase mismatches are derived. 

Chapter 6 covers the design of the on-chip loop filter. Current design 
approaches are addressed. An area- and power-efficient implementation of 
the on-chip loop filter based on a simple capacitance multiplier is proposed. 
The detailed design, analysis, and simulation results are provided. 

In Chapter 7, the implementation of other building blocks of a SA PLL 
prototype is elaborated. It includes the phase-frequency detector (PFD), the 
charge-pump (CP), the LC-tuned voltage-controlled oscillator (VCO), the 
digital lA modulator (SDM), and the programmable pulse- swallowing 
frequency divider. A complete reference spur analysis is also made. 

Chapter 8 gives the experimental results of the prototype frequency 
synthesizer and some standalone building blocks, such as the novel prescaler 
and loop filter. Measurement results verified the feasibility and robustness of 
the phase-switching prescaler and the practicality of the loop capacitance 
multiplier. 

Conclusions of this book are drawn in Chapter 9. 

Finally, the Matlab simulation of the charge-pump PLL is given in the 
Appendix. The PLL stability limit is verified through behavioral-level 
simulations. 
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Chapter 2 

FREQUENCY SYNTHESIZER FOR WIRELESS 
APPLICATIONS 



This chapter describes some fundamentals of frequency synthesizers. It 
covers the definition, specification, implementation and application of 
frequency synthesizers. The timing jitter and phase noise, the architecture of 
frequency synthesizers, and the frequency synthesizer's specification for 
wireless applications are overviewed. 

2.1 Definition and characteristics 

A frequency synthesizer (FS) is a device that generates one or many 
frequencies from one or a few frequency sources. Fig. 2-1 illustrates the 
input and outputs of an FS. 

The output of an FS is characterized by its frequency tuning range, 
frequency resolution, and frequency purity. Ideally, the synthesized signal is 
a pure sinusoidal waveform. But in reality, its power spectrum features a 
peak at the desired frequency and tails on both sides. The uncertainty of a 
synthesizer's output is characterized by its phase noise (or spur level) at a 
certain frequency offset from the desired carrier frequency in unit of dBc/Hz 
(or dBc). The unit of dBc/Hz measures the ratio (in dB) of the phase noise 
power in IHz bandwidth at a certain frequency offset to the carrier power. 
Similarly, the unit of dBc measures the ratio (in dB) of the spur (also known 
as tone) power at a certain frequency offset to the carrier power. More 
discussions on the phase noise are covered in the next section. The phase 
noise requirement of a frequency synthesizer depends on applications. For 
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example, the most stringent phase noise requirement in the frequency 
synthesizer for 900MHz GSM receivers is -llldBc/Hz at 600kHz frequency 
offset. 



frequency 
synthesizer 



» faUl 

— ► fouM 



Figure 2-1. Frequency synthesizer 

2.2 Phase noise and timing jitter 

2.2.1 Phase noise and spurious tone 

The ideal synthesizer produces a pure sinusoidal waveform 

V(r) = VoSin(2;gfoO (2.1) 

When amplitude and phase fluctuations are accounted, the waveform 
becomes 

V{t) = (Vo + vif))sm{Utf^t + M (2.2) 

where v(t) and ^(f) represent amplitude and phase fluctuations, respectively. 

Because amplitude fluctuations can be removed or greatly alleviated by a 
Umiter or an automatic ampUtude control (AAC) circuit [1], [2], we 
concentrate on phase fluctuation effects in a frequency synthesizer output 
only. 

We consider two types of phase fluctuations, the periodic variation and 
the random variation [3]. In mathematical form, <l>{f) can be written as: 

<|>{t) = ^(|>sxn{2JtfJ)+(p^f) (2.3) 

The first term represents the periodic phase variation, and it produces a 
spurious tone at an offset frequency of from the carrier frequency /q . 
The magnitude of the spurious tone can be derived as follows: 
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V{t) = V, sm{27tf,t + A0sin(2C,O) (2.4) 
= VQ[sm{2^ot)cos{A^sm{2^j))+ cos{2;fot)sm{A(^smi2?tfj))] 

For very small phase modulation, i.e., Is.<j)«nl2 

cos(A^sin(2;^„0) = l (2-5) 



&\n{A<l)six\{27tfj))^A^sm{27tfj) 

Then (2.4) yields: 

v{tyv^[sm{27tf^t)+^(t>cos{27f^t)s\n{2nfJ)\ 



(2.6) 



sin(2;^oO - ^sin(24/o - /„, ))+ ^MMfo + L, )) 



(2.1) 



From (2.7) we observe that the two spurious tones at fo+fm and 
/o ~ fm both - 201og(A(Z>/ 2) rfB below the carrier. 

The second term of ^{t) in (2.3) represents the random phase variation 
and it produces phase noise. The spectral density of phase variation is 

S^{f)= ly^iry^^^'dr (2.8) 

where R^{t) is the auto-correlation of the random phase variation <p{t) : 

R^iT)=E[(p{t)p{t-T)] (2.9) 

When the root-mean-square (rms) value of (p{t) is much smaller than 1 
radian, the power spectrum density of V(t) can be approximated as 



5v(/) = ^k/-/o)+5,(/-/o)] 



(2.10) 



It consists of the carrier power at /q and the phase noise power at 
frequency offsets from /q . The single-sideband (SSB) phase noise is defined 

as the ratio of noise power in \Hz bandwidth at a certain frequency offset 
( Af = / - /o ) from the carrier to the carrier power. The unit is dBc/Hz. 
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£(A/) = l01og^5!2«iM^ = 101og^^ dBclHz (2.11) 



P 

earner 




Figure 2-2. Phase noise and spur 




Figure 2-3. Phase noise of VCO and PLL 



Therefore, the phase noise dBc/Hz value observed on the spectrum 
analyzer is numerically equivalent to 101og[5^ (Af )J- 3 . 
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Fig. 2-2 illustrates the phase noise and spurs of a synthesized signal of 
frequency /q . The spur level at an offset frequency of - A/, is -70dBc, and 

the phase noise at an offset frequency of A/j is -lOOdBc/Hz. 

Figure 2-3 conceptually shows the phase noise of a voltage-controlled 
oscillator (VCO) and a phase-locked loop (PLL). The phase noise of a VCO 
demonstrates regions with slopes of -30dBc/dec and -lOdBc/dec, and a flat 
region. A PLL's in-band phase noise is usually as flat as its reference input, 
while its out-band phase noise follows that of the VCO. 

2.2.2 Timing jitter 

Analogous to phase noise, which is the frequency domain 
characterization of the uncertainty of a synthesizer or oscillator's output, the 
timing jitter is the characterization in time domain. Denote the period of the 

nth cycle of an oscillator's output as T„ , and its average period is T . There 

are basically three-types of jitters: 

(1) The cycle jitter, or cycle-to-average jitter, is defined as: 



"■'en n ■* 



(2.12) 



The rms (root-mean-square) of the cycle jitter is 




(2.13) 



(2) The cycle-to-cycle jitter is expressed as: 



(2.14) 



The rms value of the cycle-to-cycle jitter is: 




(2.15) 



(3) The absolute jitter, also known as long-term jitter or accumulated 
jitter, of the A'^ th cycle can be described as: 
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Ar„,,(iv) = X(r„-T)=2;(Ar„) 



(2.16) 



n=l n=l 



For white noise sources, an oscillator's absolute jitter with a 
measurement interval At is related to cr^^ as [4]: 



For white noise sources, two successive oscillator periods are 
uncorrelated, thus 



Figure 2-4 conceptually illustrates the absolute timing jitter (rms value 
) of a VCO and a PLL as a function of the time interval ( r ). Since the 
absolute jitter accumulates continuously, it increases with the measurement 
interval. Uncorrelated noises (e.g. white noise) add in a mean-square sense 
and hence result in a square root dependence on the time interval [5], while 
correlated noises (e.g. 1// noise) add directly resulting in a region with a 
slope of one on log-log axes [6]. The absolute jitter of a PLL has a flat 
region due to in-band VCO noise suppression [5], [7]. If the PLL bandwidth 
is small, a unit-slope region exists between the half-slope and the flat regions 



Weigandt et al. derived the relationship between the single-side -band 
phase noise and the rms of cycle jitter ( (T^ ) as follows [9]: 




(2.17) 



(T„=V2<T, 



(2.18) 



[8]. 



£(A/) = 




(2.19) 



Herzel and Razavi derived the following formula [4] 




(2.20) 
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Figure 2-4. Timing jitter of VCO and PLL 



Note that, (2.20) reduces to (2.19) when |c!;-G>o| » (^o ^^^}^cc ■ 
Demir et al. derived the self-ref erred jitter and phase noise of oscillators 
with white noise as in (2.21) and (2.22), respectively [10]. 



a^{^t) = ^^■c (2.22) 

The constant c in both equations describes jitter and spectral spreading 
in a noisy oscillator. In fact, the self-referred jitter <T(Af) is another 
definition of the absolute jitter Ar^^^ (A?) in a less strict but more practical 
sense. Comparing (2.22) and (2.17), we obtain the expression of the constant 

c as 




(2.23) 



Substituting (2.23) into (2.21), we can verify the equivalence between 
(2.21) and (2.20). 

The above derivations are only valid for white noise. A more general 
relationship between jitter and phase noise for any wide sense stationary 
noise derived in [1 1] is 
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^^^^ (2.24) 
_[£(A/)sinHM/ • ^t)i^f 

An experimental verification of the relationship between phase noise and 
timing jitter was made in [12]. More discussions on the relationship between 
phase noise and timing jitter can be found in [13]-[17]. 

2.3 Implementations of frequency synthesizer 

As shown in Table 2-1, frequency synthesizers can be grouped into four 
classes: direct analog synthesizer (DAS), direct digital synthesizer (DDS), 
phase-locked loop frequency synthesizer (PLL-FS), and delay-locked loop 
frequency synthesizer (DLL-FS). A brief discussion of these classes follows. 



Tabie 2-1. Classification of ftequency synfliefeeta 



frequency 
synthesis 


direct 
synthesis 


DAS 


multiplier + mixer + divide 


DDS 


NCO+DAC 


indirect 
synthesis 


PLL- 
based 


integer-N 


factional-N 


phase estimation by DAC 


random jittering 


noise shaping by ZA 


phase interpolation 


pulse generation 






DLL- 
based 


frequency multiplied by the number 
of equal-spacing phases 



2.3.1 Direct analog frequency synthesizer 

The direct analog synthesizer is realized by cascading stages of frequency 
multipliers, dividers, mixers and band-pass filters (BPF) [18], [19]. A large 
number of separate frequencies or channels can be generated from a single 
reference. The desired output signals can be rapidly switched between any 
set of frequencies. Many manufactures of commercial test equipment use 
mix-and-divide design for their synthesizers and they report that excellent 
phase noise and spurious performance can be actiieved with adequate 
physical/electrical isolation between the stages. The major drawback of this 
scheme is the sheer size and power that would be required to make a 
synthesizer of this type for certain appUcations. Figure 2-5 shows an 
example of DAS [20]. The output frequency is 
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fout =/, +0.1/2 +0.01/3 (2.25) 



fin ^ 

X 



snap 
multiplier 



BPF 
bank 



2fi„\ 



BPF 



select 


— 


switch 


— ►/i 


array 


— ►/a 
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Figure 2-5. An example of DAS 

Since /j , /j and /j can be 0 to 9 times of the input frequency, /,„ , /„„( 
can be varied from 0 to 1.99/„ with a resolution of 0.01 /„ . 

2.3.2 Direct digital frequency synthesizer 

The direct digital synthesizer is a technology that has been around since 
the early 1970' s. The two major components of the DDS are a numerically 
controlled oscillator (NCO) and a digital-to-analog converter (DAC). The 
NCO consists of an adder-register pair (also known as phase accumulator) 
and a ramp-to-sinewave lookup ROM. Figure 2-6 shows the block diagram 
of a DDS. The output of the DDS is related to the phase accumulator input 
by the following equation: 



f = — • f 

J out 2N •' '^'o'^* 



(2.26) 



where N is the bit-length of the accumulator and K is the accumulator' s input 
[21]. The DDS typically provides a low frequency output with extremely 
high resolution and excellent frequency switching speed. The resolution of 
DDS can be made arbitrarily small with very little additional circuitry or 
added circuit complexity. Due to sampling theory a DDS can only generate 
frequencies up to a maximum of half of the clock rate of the digital circuitry. 
The primary disadvantage of most direct digital synthesizers is the typically 
high spurious content caused by quantization and linearity limitation of the 
DAC. A rough rule of thumb is that the spurious level generated by DAC 
quantization equals 6dB times the number of input bits (e.g. an 8-bit DAC 
would have quantization spurious 4SdB lower than the carrier). However, as 
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the DAC is clocked at frequencies approaching its upper limit, spurs caused 
by non-linearities in the DAC become dominant [22]. Recent advances in the 
design of DDS can be found in [23]-[33]. 



NCO 



clock 



input 


> 


phase 




sinewave 






DAC 




LPF 






accumulator 

' ; ; ' 


— ► 


loop-up 




— ► 


— ► 



analog 
'output 



Figure 2-6. Block diagram of DDS 

2.3.3 PLL-based frequency synthesizer 

A. Integer-N PLL-FS 

Figure 2-7 depicts a PLL-based integer-N frequency synthesizer. It 
consists of a phase-frequency detector (PFD), a charge-pump (CP), a loop 
filter, a voltage-controlled oscillator (VCO), and a programmable frequency 
divider. For an integer-N frequency synthesizer, the output frequency is a 
multiple of the reference frequency: 



fou,=N-f, 



ref 



(2.27) 



where , the loop frequency divide ratio, is an integer. Whereby the 
frequency resolution of the integer-N frequency synthesizer is equal to the 
reference frequency f^^j . 

Due to the limitation of frequency resolution equal to the reference 
frequency, for narrow-band applications, the reference of the synthesizer is 
very small and the frequency divide ratio is very large. For example, for 
900MHz GSM and lAGHz Bluetooth, the reference frequencies are 200kHz 
and IMHz, respectively, and the corresponding divide ratios are around 4500 
and 2400, respectively. The conventional integer-N PLL with low reference 
frequency has several disadvantages. First, the lock time is long due to its 
narrow loop-bandwidth. Second, the reference spur and its harmonics are 
located at low offset frequencies. Third, the large divide ratio (A'^ ) increases 
the in-band phase noise associated with the reference signal, the PFD, the 
charge-pump and the frequency divider by 201og(A'j dB. Finally, with a 

small loop-bandwidth, the phase noise of the VCO will not be sufficiently 
suppressed at low offset frequencies. 
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Figure 2-7. Integer-N PLL-FS 

B. Fractional-N PLL-FS 



Fractional-N frequency synthesizers (FN-FS) are used to overcome the 
above-mentioned disadvantages of integer-N synthesizers. In the fractional- 
N synthesizer, the frequency divide ratio can be a fractional number, so a 
large reference can be used to achieve a small frequency resolution. 
However, the principle disadvantage of the fractional-N frequency synthesis 
is the unwanted low-frequency spurs due to the fixed pattern of the dual- 
modulus (or multi-modulus) divider. Since these spurs can reside inside the 
loop bandwidth, fractional-N synthesizers are not practical unless fixed in- 
band spurs are suppressed to a negligible level. Five main spur reduction 
techniques are addressed in the hterature. Their prominent features and 
problems are summarized in Table 2-2 [34], [35]. 



Table 2-2. Spur reduction techniques for fractional-N synthesis 



technique 


feature 


problem 


DAC phase estimation 


cancel spur by DAC 


analog mismatch 


random jittering 


randomize divide ratio 


frequency jitter 


lA noise shaping 


modulate divide ratio 


quantization noise 


phase interpolation 


inherent fractional divider 
or multiphase VCX) 


intopolation jittw 


pulse generation 


insert pulses 


interpolation jitter 



The block diagram of a fractional-N synthesizer using DAC phase 
estimation is illustrated in Fig. 2-8. An accumulator is used to control the 
instantaneous divide ratio. If the overflow (OVFL) is 1, the divide ratio is 
Ng+l, otherwise the divide ratio is Ng . Since the average of the overflow 
is k/M , where k is the input to the accumulator and M is the modulus of 
the accumulator. Thus, the fractional divide ratio is N = Ng +k/ M and the 
frequency resolution is f^^j I M . Since the instantaneous divide ratio varies 

periodically, strong fractional spurs would appear at the synthesizer output. 
The DAC is used to convert the instantaneous phase error, which is 
proportional to the residue of the accumulator, into an equivalent amount of 
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charge-pump current to compensate the phase error. The accuracy of this 
compensation is limited by the DAC and is sensitive to process variations. 




residue 



Figure 2-8. FN-FS using DAC phase interpolation 




Figure 2-9. An inherent fractional divider for FN-FS 



Figure 2-9 shows an inherent fractional divider for fractional-N 
synthesizer using phase interpolation. An m-stage delay-line is used to 
produce a total delay of one input VCO signal cycle, 1/ f^^g . The modulus of 
the digital phase accumulator (DPA) is also m. Therefore, the frequency 
resolution of a fractional-N synthesizer using this fractional divider is 
f„j: I m . Although fractional spurs generated from the mismatches of the 

delay stages are usually negligible, the number m cannot be made large as 
fvco goes high. When /^^^ is very high, a single stage delay would be more 
than 1/ /y„ . Thus, the corresponding fractional divider does not exist at all. 
Phase interpolation can also be based on a multiphase VCO. Since the phase 
mismatch of the multi-phase VCO is often a concern, phase calibration is 
needed to reduce the fractional spurs caused by phase mismatch [36]- [38]. 
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Figure 2-10. 2A fractional-N frequency synthesizer 

The phase noise shaping by 2A modulation [39]-[41] is similar to the 
random jittering method which just randomize the jitter of the divider output. 

However, it does not have a 1//^ phase noise spectrum due to the noise 

shaping property of the ZA modulator. As shown in Fig. 2-10, fractional 
division based on an accumulator is similar in concept to the F'-order SA 
modulator for dc inputs. Since the 2""* order or higher-order EA modulator 
does not generate fixed tones for dc inputs, they can more effectively shape 
the phase noise spectrum than the first-order 2A modulator. The effective 
over-sampling ratio (OSR) can be defined by the ratio of the reference 
frequency to the PLL bandwidth. When high-order modulators are used, the 
PLL needs more poles in the loop filter to suppress the quantization noise at 
high frequencies. 



C. Multi-loop PLL-FS 



To avoid the large division ratio in an integer-N PLL synthesizer, one 
alternative is to use multiple loops to reduce the division ratio. Dual-loop 
PLL is frequently used to improve the tradeoff among phase noise, channel 
spacing, reference frequency and the locking speed [42]. Some dual-loop 
PLL frequency synthesizer architectures are shown in Fig. 2-11. In Fig. 2-11 

(a) , PLLl is used to generate reference frequencies for PLL2. In Fig. 2-11 

(b) PLLl output is up-converted by PLL2 and a single-sideband (SSB) 
mixer. PLLl generates tunable IF frequencies, while PLL2 generates a fixed 
RF frequency. In Fig. 2-11 (c) and (d), PLL2 and a SSB down-conversion 
mixer are used to reduce the divide ratio in PLLl. Recent works used the 
dual-loop PLL topology shown in Fig. 2-11 (e) for GSM receivers [42]-[44]. 
The drawback of the dual-loop PLL is that it may require two references, 
and/or at least one SSB mixer, which might introduce additional phase noise. 
Moreover, when one PLL is used as a reference for the other, the reference 
noise is much higher than that of crystal oscillators. 
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Figure 2-11. Dual-loop PLL frequency synthesizers 

2.3.4 DLL-based frequency synthesizer 

More recently, designers use DLL as a frequency multiplier or for multi- 
phase generation [45], [46]. Unlike PLL, there is no phase accumulation in 
DLL and extremely low phase noise can be achieved. The big drawback of 
the DLL frequency synthesizer is that it is not programmable. Other 
problems, such as limited multiplication factor and high power consumption 
also limit its apphcation. With self-calibration, DLL-based synthesizers can 
achieve extremely low phase noise. The block diagram of a DLL-FS is 
shown in Fig. 2-12. 
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Figure 2-12. Block diagram of DLL-FS 



2.3.5 Hybrid frequency synthesizer 



Many systems incorporate a mixture or hybrid of these basic approaches 
in order to take advantage of the benefits of increased speed or improved 
resolution that one approach may have over another. For example, 
sometimes a PLL synthesizer may incorporate a DDS in its reference 
circuitry to increase resolution or to reduce switching time [47]. A major 
drawback of this approach is that the PLL acts as a multiplier on any phase 
noise or spurs in its reference and a DDS may have high spurs. The resulting 
noise at PLL output can seriously degrade system performance. 



2.3.6 Summary and comparison of syntliesizers 



The most widely used frequency synthesizer architecture is based on PLL. 
It can be easily integrated in current technologies, consumes reasonable 
power, and meets most of the wireless and wired RF applications. The ZA- 
PLL brought fractional-N synthesis into maturity and is the dominant 
fractional-N synthesizer architecture. Direct analog synthesizers may find 
their applications in microwave, where very high frequencies need to be 
generated. Direct digital synthesis is used where frequency switching-time is 
very short, like frequency-hopping spread spectrum (FHSS) systems. A brief 
comparison of different synthesizer architectures can be found in Table 2-3. 



Table 2-3. Comparison of frequency synthesizer architectures 



architecture 


pros 


cons 


DAS 


fast switching, low noise and 
spur, good for microwave 


big size and power 


DDS 


fast switching, fine resolution 


big power, high spur 


integer-N 


low pow«, low noise 


slow switching 


FN-PLL 


relatively faster switching 


fractional spur 


DLL 


very low noise 


non-programmable, big power 


Hybrid 


fast switching, low mrise 


mote complex 
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2.4 Frequency synthesizer for wireless transceivers 

Frequency synthesizers are used as local oscillators (LO) in the wireless 
transceivers for frequency translation and channel selection. Figure 2-13 
shows the popular super-heterodyne receiver architecture [1]. It is a two-step 
down-conversion architecture. A tunable RF LO is for both the first step 
frequency conversion and channel selection, and an IF fixed-frequency LO is 
for further frequency down-conversion to baseband. 
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Figure 2-13. Super-heterodyne receiver architecture 
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Figure 2-14. GSM base station receiver architecture 



Figure 2-14 illustrates a typical low-IF (\0.7MHz) architecture for a 
GSM base-station receiver. In this architecture the FS for LOl is tunable 
between 640MHz to 615MHz. For a reference frequency of 200kHz, the PLL 
divide ratio varies between 3200 and 3375. 

The signal mixing is actually a frequency convolution shown in Fig. 2- 
15. Suppose an incoming RF signal f^p has a block signal level of P^n^ 
(dBm) at an offset frequency of f^f + , and the phase noise of LO signal 
fw fw +4/^ is ) (dBc/Hz). The LO phase noise will down-convert 
the block signal to the same IF frequency f^p - as the received signal. 
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And the total noise in a channel of bandwidth fg^ (dBHz) due to this 
undesired down-conversion is 

P„„,,,, (dBm) = {dBm) + f^^ {dBHz) + £{Af){dBc I Hz) + const. 

(2.28) 

With the received RF signal power of , the down-converted IF signal 
power is 

P,p,,g (dBm) = P^ig (dBm) + const. (2.29) 

Thus, the signal-to-noise ratio (SNR) after down-conversion is 

SNRidB) = P,,,,^ {dBm) - P^, {dBm) 

= {dBm) - [P,„ {dBm) + £,{6f\dBc I Hz) + {dBHz)] 

Therefore, for the minimum received signal level of P^,^ , the 
maximum block signal level of P^;^ ^^^^ , and the minimum required SNR, 
the phase noise requirement £(A/") can be calculated as [49]: 

£{Af){dBc/Hz) < P,,^ ^MBm)-P,^, ^MBm) 
-few {dBHz)- SNR{dB) 

Similarly, the spur requirement can be calculated as [49]: 

spur(A/X^5c) < P,,^_^,{dBm)-P,i,_^{dBm)-SNR(dB) (2.32) 
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Figure 2-15. Down-conversion with phase noise 

For example, in the GSM standard the minimal received signal 
(sensitivity) is -\20dBm, the maximum interference power level from 
600kHz to l.6MHz offset is -43dBm, the channel bandwidth is 200kHz, and 
the required SNR is 9dB. According to (2.31) and (2.32), in this offset 
frequency range, the phase noise and spur level should be less than 
-l2ldBc/Hz and -6SdBc, respectively. Another example is the derivation of 
phase noise requirement for Bluetooth receiver at 3MHz offset. The out-of- 
band interference power beyond 3MHz offset is -40dBm, the channel 
bandwidth is \MHz, the required SNR is \6dB, and the block margin at 
3MHz is 6dB. If we want to achieve an input sensitivity of -S2dBm (better 
than the specified -lOdBm), the phase noise at 3MHz should be less that 
-l24dBc/Hz. 

2.5 Other applications of PLL and frequency synthesizer 

The basic PLL is a phase synchronization system through negative 
feedback shown in Fig. 2-16. The output signal is generated by an analog 
VCO (voltage-controlled oscillator). The output signal phase 0„^, is 

compared with the input signal phase di„ by a PD (phase detector). The 
phase error is converted into voltage at the PD output. This voltage is filtered 
by the low-pass loop filter (LF) and used to control the VCO. For example. 
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if leads 0j„ , the VCO control voltage reduces. Thus it causes the VCO 

output frequency and phase ( ) to reduce. 

The basic PLL finds its application in clock de-skew for high-speed 
digital and mixed-signal IC's, clock synthesis, carrier recovery, clock 
recovery, modulation and demodulation of frequency or phase [50], and 
filter tuning [51], [52]. 
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Figure 2-16. Basic PLL diagram 
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Figure 2-17. PLL for frequency demodulation 
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Figure 2-18. PLL for phase demodulation 

Figure 2-17 shows the analog frequency demodulation based on the basic 
PLL. The demodulated signal is actually the VCO control voltage. In 
frequency demodulation the PLL loop bandwidth is wide, so that the VCO 
output frequency tracks the input frequency f^^. Figure 2-18 shows the 
analog phase demodulation and the demodulated signal is the PD output. In 
phase demodulation the PLL loop bandwidth is narrow, so that the VCO 
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output frequency tracks the input carrier frequency and is the 
average of . 

As shown before (see Figs. 2-7 and 2-10), with a frequency divider added 
between VCO and PD, the PLL's output frequency can be either an integer 
or a fractional times of the reference frequency. Like basic PLL's, frequency 
synthesizers are widely used in electrical engineering. It applications include 
frequency translation and channel selection in wireless and broadband 
communications, clock and data recovery in receivers, frequency or phase 
modulation and demodulation, detection in radar systems, special purpose 
instruments, and on-chip clock generation and synchronization for digital 
and mixed-signal IC's, etc. 

The clock and data-recovery (CDR) based on PLL is to synchronize the 
random data to a clock signal generated by a VCO in the PLL. 
Quadricorrelator shown in Fig. 2-19 is a good technique to implement the 
reference-less frequency detection [53], [54]. 
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Figure 2-19. Simplified quadricorrelator CDR architecture 
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Chapter 3 

PLL FREQUENCY SYNTHESIZER 



This chapter presents the analysis of PLL-based frequency synthesizers. 
It includes the continuous-time linear analysis, discrete-time analysis, 
operation modes, stability, and fast-locking techniques. An integer-N PLL 
synthesizer design example is given to illustrate the system-level parameter 
design procedure. 

3.1 PLL frequency synthesizer basics 

3.1.1 Basic building blocks of charge-pump PLL 

The block diagram of the PLL frequency synthesizer is shown in Fig. 3-1. 
It is based on a charge-pump PLL [1] and consists of a phase-frequency 
detector (PFD), a charge-pump (CP), a loop filter (LF), a voltage-controlled 
oscillator (VCO), a dual-modulus prescaler, and a programmable pulse- 
swallowing divider. The divide ratio of the dual-modulus prescaler is P or 
P+l.MandA are programmable integers [2], [3]. Each divider output cycle 
consists of (P+1)-A+P-(M-A) VCO cycles. Thus the nominal frequency 
divide ratio is: 

N = M-P + A (3.1) 

The synthesizer output frequency is 



fou,=N-f^={M-P + A)-f,, 



(3.2) 
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Figure 3-1. Charge-pump PLL frequency synthesizer 
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Figure 3-2. Tri-state phase-frequency detector (PFD) 

The phase detector (PD) detects the phase difference between the 
reference signal and the feedback signal from the VCO and frequency 
divider. Note that, although the PD of a PLL can be an analog multiplier, an 
exclusive-or (XOR) gate or a J-K flip-flop, etc, for a frequency synthesizer 
we always use the charge-pump PLL with a tri-state phase-frequency 
detector (PFD) that also detects frequency errors [3]. Note that, this tri-state 
PFD is also referred to as "type-4" PD in the literature. The charge-pump 
PLL has two poles at the origin (type-II) in its open-loop transfer function. It 
locks faster and its static phase error is zero if mismatches and leakages are 
negligible. Moreover, its capture range is only limited by its VCO tuning 
range. A PFD is usually built with memory elements such as flip-flops, 
latches, etc. Figure 3-2 shows a widely used PFD based on two flip-flops. 
This edge-triggered tri-state PFD has a linear phase detection range of ±271 
radians. It is duty-cycle insensitive. The delay in the reset path is used to 
eliminate the dead zone (undetectable phase difference range). 

The functionality of the PFD is depicted by its state machine diagram, 
and waveforms of its inputs and outputs shown in Fig. 3-3. When the rising 
edge of the reference input ref leads that of the divided VCO feedback input 
div, the PFD output up is high and the charge pump delivers charges to the 
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capacitors in the loop filter. Thus, the loop filter output voltage increases and 
so do the VCO output frequency and phase. 

The charge-pump transfers phase difference into current. Fig. 3^ shows 
the principles of charge-pump and loop filter. The charge-pump converts the 
up and dn pulses into current (Icp) pulses and these current pulses change 
voltage drop Vc on the loop filter impedance Z//. Vc is also the VCO control 
voltage. The dual-modulus prescaler is a high-speed frequency divider to 
bridge the gap between the low-speed programmable divider and the high 
frequency (e.g. a few GHz) VCO. The quantitative analysis of reference 
spurs due to charge-pump noirideaUties in [4] is reexamined in Chapter 7. 
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Figure 3-3. Functionality of PFD 




Figure 3-4. Charge-pump and loop filter 
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The transfer characteristic from the phase error at PFD input to the 
average charge-pump output current per reference period is shown in Fig. 3- 
5. It indicates that the PFD has a linear input range of -2n ~ +2n. 




Figure 3-5. PFD/CP transfer function characteristic 



3.1.2 Continuous-time linear phase analysis 



Since PLL's used for frequency synthesizers are unanimously charge- 
pump PLL (CP-PLL). Here all analyses are based on this type of PLL. 
Figure 3-6 gives the linear phase (noise) analysis model of charge-pump 
PLL. The PFD and charge-pump are combined as one block. Phase noise 
generated by each building block is referred to its output. 
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Figure 3-6. PLL linear phase noise model 



^•„(s): input phase noise, mainly from the reference signal 
icpis): current noise associated with PFD and charge pump 
Vij{s): voltage noise generated by loop filter 
dvcois): VCO output phase noise 
Gouiis). PLL output phase noise 

Odivis): phase noise generated by the frequency divider (including 

prescaler) 

Kpd'. gain of PFD and charge pump, which is Icp/ln (A/rad), Icp is the CP 
current 

Zij{s): transimpedance of low-pass loop filter 
Kvco- VCO conversion gain { rad/sN) 
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A^; frequency division ratio 

Disconnecting the feedback loop between the divider and PFD, we define 
the PLL open-loop phase transfer function as: 

hAs) = ^^^^^^ (3.3) 

The transfer function for each noise source to the output phase noise is 
listed in Table 3-1. 



Table 3-1. PLL phase noise transfer function 



noise source 


Phase transfer function 


input noise 






low-pass 


PFD/CP noise 






low-pass 


LF noise 




Kygg 1 

s ! + //„, (5) 


band-pass 


YCO noise 




1 


high-pass 


divider noise 




JV ^"'('^ 
1 + W<,/W 


low-pass 



From Table 3-1, we know that the input noise and divider noise have the 
same transfer function magnitude to the PLL output. 

Due to the inherent pole at origin provided by VCO, the PLL is always 
one order higher than the loop filter. Figure 3-7 (a) shows a passive third- 
order loop filter for charge-pump PLL. C\ produces the first pole at the 
origin for the type-II PLL. Together with C\, R\ is used to generate a zero for 
loop stabihty. C2 is used to smooth the control voltage ripples and to 
generate the second pole fij,2. /?3 and C3 are used to generate the third pole 
G)pi to further suppress reference spurs and the high-frequency noise in the 
lA-PLL. The pole-zero location and Bode-plot of the third-order loop filter's 
transimpedance are illustrated in Fig. 3-7 (b) and (c), respectively. The first- 
order loop filter has ^1 and C\ only. It is not used in practice due to the 
voltage ripple, but it simplifies the linear analysis of a second-order charge- 
pump PLL. The second- and third-order loop filters are used in practice. 
Higher order loop filters are rarely used because the phase margin is reduced 
with more poles. 
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(c) Transimpedance Bode-plot 

Figure 3-7. Passive loop filter for charge-pump PLL 



Poles and zero of the open-loop PLL can be calculated from loop filter 
parameters. The phase-margin and cross-over (or unity-gain) bandwidth 
(Oc can be observed from the Bode plot of the PLL open-loop transfer 
function in (3.3). However, the closed-loop damping factor ^ and natural 
frequency O}, provide more insights into the PLL dynamic behavior. Now we 
derive the relationship between these parameters for a second-order PLL. 
The impedance of a first-order loop filter, which is composed by R\ and C\ 
only in Fig. 3-7 (a), is: 
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(3.4) 



where 



fy,=l/(/?,C,) 



(3.5) 



is the zero in the loop filter for loop stability. The pole is located in the 
origin, i.e., fi^i=0. The PLL open-loop (disconnecting the divider and PFD) 
gain is: 

H,,^(,) = ££l5fZ^.i±^ = /^l±^ (3.6) 
where the PLL loop gain is: 



K = - 



N 



(3.7) 



Thus the crossover frequency, where the open-loop gain is unity, is 
solved from j//^^ [jo)^ I ~ ■ 



0)^ = 



(3.8) 



or simply 



0)^ =■ 



K 



sin(<z>m) 



(3.9) 



where the phase margin is: 



<Pm =tan' 



(3.10) 



The second-order PLL closed-loop gain is: 
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Thus, the damping factor and natural frequency are as follows: 
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(3.11) 



(3.12) 



^ 2 



= -^Sin(^mVV<^Os(^m) 



Equation (3.11) yields: 



(3.13) 



(3.14) 



From (3.14) we know that the closed loop gain has a low-pass 
characteristic. It is equal to the frequency divide ratio when (0«(H, or 

CO = V2fi?„ . It is reduced by 3dB at 



Q). 



3dB 



(3.15) 



Table 3-2 hsts the relationship between Q}_^jg 1 0}„ ratio and the damping 
factor ^ 





0.5 


0.707 


1.0 


1.414 


2.0 




1.82 


2.06 


2.27 


3.18 


4.25 



Note that G)^ « GJ_3^ , and as in this book we refer to the PLL open-loop 
unity gain frequency Q)^ as the PLL bandwidth. 

The natural frequency to crossover frequency ratio ft)„ / 6)^ and damping 
factor ^versus phase margin ^„ is plotted in Fig. 3-8. 
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Figure 3-8. Natural frequency and damping factor vs. phase margin 

For the second-order passive loop filter (with Rj=0 and C3 = 0 in Fig. 
3-7 (a)), the transimpedance is 



Z(s) = R,—, ^-^^ = /?, I '^"""X ^ 



[ + s/co, b-l 



(3.16) 



where = 1 + Q / , and the second pole is: 



^p2 =■ 



1 



(3.17) 



The open-loop gain is 



The bandwidth of a third-order charge-pump PLL is: 
0) =K- — -^^^^ 



(3.18) 



(3.19) 
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where = tan * {co^ Ico^) and (pp^^^^'^'^^cl ^pi)- The open-loop phase- 
margin is: 



-tan' 



f \ 

CO,. 



For maximum phase margin, we have 



CD, 



(3.20) 



(3.21) 



Therefore, the optimal phase margin is 



. -1 I^P2 -1 0), _, b-l 

= tan J— ^ -tan ' — ^ = tan ' 



0) 



p2 



2yfb 



(3.22) 



Thus, the maximum phase margin is exclusively determined by the 
capacitor ratio b . In the meantime, sin(^j) = cos(^^2) > ^^e PLL 
bandwidth in (3.19) is simplified as: 



co=K 



b-l 



= K- 



K 



(3.23) 




Figure 3-9. Phase margin with CO^ variation for different 60^2^(0^ values 
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In a real PLL, the inaccuracy of resistance and capacitance of an on-chip 
loop filter and variance of VCO conversion gain K^,^.^ affects the phase 
margin. The variation of resistance and capacitance is typically 10%~20%, 
while the variation of Ar^,.„ can be more than a factor of 2. Therefore, we 
have to keep enough phase-margin to accommodate variations of design 
parameters. Figure 3-9 illustrates the PLL phase margin for different 
^pi^^z values from 5 to 30, when co^. deviates from its optimal value of 



^a)^2^z ■ shows that the phase margin is not much sensitive to the 
variation of 0)^. and C0p2l^t ratio. For example, in case of 0)^2 1 =10, 
the optimal phase margin is 55°, and it degrades to 48.7° when CO^ deviates 

from its optimal value by a factor of 2, i.e., ±6dB. 

The closed-loop phase (noise) transfer function of charge -pump PLL 
with second-order passive loop filter is: 



When the loop bandwidth is chosen for maximum phase margin (see 
3.21), (3.24) can be written as 




(3.24) 





(3.25) 



Equation (3.25) can be rewritten as: 




(3.26) 



where the damping factor and natural frequency are as follows. 




(3.27) 



(3.28) 



If ^ (i.e., b^9), H^ij (s) in (3.26) has three different poles as shown 



in (3.29). 
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N 



s + ci)„ + 2C(0„s + o)„ 



(3.29) 



When ^ = 1 (i.e., b= 9), ^,.,3(5) in (3.26) has three poles at the loop 
bandwidth co^ ( = ^y„ )and one zero at one-third of co^ ,as shown in (3.30). 



(3.30) 



For the third-order passive loop filter (see Fig. 3-7 (a)), the 
transimpedance is 



2^ („)^1 [l + sR,C,)/[C,+C,+C,) ^33^^ 

Q+C2 + C3 



C, +C.+C-, 



Usually, Ci » C2 , C3 and R^ > 



1 



l + s/co. 



+ ^2 + C3 ) 1 + 57?, (C2 + C3 )+ S^/^i/JjCjCj 

1 l + 5'/6j^ 

5(Ci + C2 -t- C3) "(iTTTfiiJ+TTftj^ 



(3.32) 



Therefore, the two non-zero poles are as follows. 

1 



(3.33) 



^y^3 7 r (3.34) 

R3C2C3 /(C2 +C3j 

The bandwidth of a fourth-order charge-pump PLL is: 

co^=K ^ cos(^.2>cos(^,3) 

C,+C2+C3 sin((*J 



3. PLL FREQUENCY SYNTHESIZER 

where (^^3 =tan~'(G>^/<y 3). The open-loop phase-margin is: 



43 



tan 



CO, 



- tan 



CO,. 



(3.36) 



Usually, the phase-margin degradation (<z>j,3 ) due to the third pole {CO^-^ ) 
is very small, the maximum still occurs around CO^ = -^^^^^0)^ ■ Since 
sin(^j ) « cos(^p2 )■ cos(^p3 ), the PLL bandwidth in (3.35) is simpUfied as: 



(3.37) 



More discussions on high-order loop filter design can be found in the 
literature [5]-[9]. For example, the exact relationship among co^, OJ^, 0)^2 

and COp-^ in the fourth-order PLL for maximum is derived in [9]. 

Note that the above phase-margin calculation is based on the continuous- 
time Hnear model of the charge-pump PLL. This model is good for loop 
bandwidth less than 1/10 of the reference frequency /„y . Otherwise the 

settling behavior will differ from the calculations significantly. With the loop 
delay taken into account, the PLL open-loop gain and phase margin 
become: 



(3.38) 



(3.39) 



Therefore, the loop delay degrades the phase margin, and hence reduces 
the damping factor [10]. Usually, the loop delay is small and the phase 
margin degradation is negligible. In [11], the PLL sampling delay due to 
discrete-time operation of PFD is modeled as the PFD update period r„y. . 

However, the sampling delay is exaggerated in [11]. As shown in Fig. 3-10, 
the PFD operation is the impulse sampling, not the sample-and-hold. An 
accurate result of the stability limit based on linearized approximate 
difference equations was derived in [1], and it agrees well with the Matlab 
behavioral modeling in the Appendix. 
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h,j(t) 






— ► 


— ► 



/N 



(a) Model in time domain 



(b) PFD sanq>ling function 

Figure 3-10. PLL phase model with sampling 



The sampling pulse function Sj^^ {t) is a sequence of S{t) with period 



r„y. , that is, 



^Tjt)=f^s(t-nTj 



(3.40) 



0e_,. in) = 0e it)- 4t - "Tref ) = (nT^ef ) 

3.1.3 Locking time 



(3.41) 



Considering that the PLL is initially locked and the frequency divide 
ratio changes due to channel switching, we calculate the locking time for a 
given frequency error. Locking time is also referred to as settUng time or 
switching time. 

For the third-order loop filter shown in Fig. 3-7 (a), its transimpedance is 
given by: 



Z,j [s) = ~[ 2 ^ 



(3.42) 
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where = /JjCj , *i = /^iMjCjCjCj , =-R,C,(C2 +Cj)+ R^^C^lCi + C^) 
and ^3 = Ci + C2 + Cj . Note that the two non-zero poles of Z,j^ (s) are 
unequal real numbers because 

k2 -4kik^=[RiCi{C2+C^)-R^C2{Ci +C2)f +4R^R^C^C^ >0 (3.43) 

Equation (3.42) leads to the following PLL closed-loop phase or 
frequency transfer function: 

' k,N ■ + k^N ■ + k,N • + K^K,,,ko ■ s + K^K,,„ 

(3.44) 

For simplicity, we ignore these high order terms, which are smaller than 
lower order terms. The consequences of this simplification are more on the 
initial characteristics, such as overshoot, and less on long time behavior, 
such as lock time. The simplified second-order expression is: 

^I^.{l + s-kQ) 

"^^'^(^^^ — TTK-k — ^'^■^^^ 

2 . pd vco'^O , '^pci'^vto 
S + —-3 + 

kjN k^N 



Defining the damping factor and natural frequency: 



C = -^,R^ (3.46) 



^«=.R4^ (3.47) 



k^N 



Equation (3.45) becomes: 



/X N(2Cco,-s + a)^„) 



2 2 (3.48) 
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Thus, the two poles of the second-order transfer function are: 



(3.49) 



When the PLL output frequency changes from/i to /2 due to the change 
of A', it is equivalent to change the reference frequency from fi/N to f2/N. 
Note that, the value of A'^ used in all of these equations should be the value 
corresponding to the new output frequency fz. This approximation does not 
cause much error when the change in the value of A'^ is relatively small and 
the instantaneous phase error is less than 2n. The lock time can be readily 
evaluated by means of the final value theorem of the Laplace transformation, 
which states that: 



\im9(t) = limse(s) 

(-^0= j_>0 



(3.50) 



The PLL output frequency responds to the input frequency step as: 



fou,(s)-fr=^HM 
N -s 



(3.51) 



Using inverse Laplace transformation, the normalized frequency error is: 

foul i^)" fl 



^2(0= 



/1-/2 



cos^<y, 



e--"'{l-a>j) 



-C(o„t 



0<C<\ 
(3.52) 
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Equation (3.52) is plotted in Fig. 3-11 (a). The normalized time for x-axis 
is COJ . It is under-damped for 0 < ^ < 1 , critical-damped for ^ = 1 , and 
over-damped for ^ > 1 . 

To check the error introduced by the approximation in (3.45), the exact 
£{t) for the third-order charge-pump PLL is derived in (3.53) using H^i.^{s) 
in (3.29) and (3.30). Note that, the damping factor ^ and natural frequency 
(V„ in (3.53) are those defined for the third-order PLL in (3.27) and (3.28), 
respectively. 



1 



e-'"-'(l + co„t-(oy) C = l (3.53) 

^ ^Ce"""' -e-^""' cosh( a}„tylc' -l)] C>1 



As illustrated in Fig. 3-11 (b), we see the discrepancy between the 
settling behavior of the second- and the third-order PLL's. Although it is 
difficult to derive the exact e(f) for the fourth-order PLL, its difference from 

that of the third-order one is negligible because the third pole of the loop 
filter cy^3 is usually more than one order larger than the PLL bandwidth CO^. . 

Figure 3-12 illustrates the PLL output frequency-settling behavior for a 

relative frequency error of £ = 10"^ . For example, from this figure we read 
that for damping factor ^ = 1 , the settling time, which is normaUzed by a 

factor of Ci)„ , is about 14 and 17 for the second and third-order PLL, 

respectively. Figure 3-13 (a) gives the MATLAB simulated normalized 
settling time for 0.25<^<2V2, and e = lO'\ 10'\ 10'^ and 10"^ For 
PLL with the second-order PLL, 0}„ and ^ can be mapped into CO^ and ^„ 
using (3.12) and (3.13). Therefore, the locking time, which is normalized by 
a factor of O)^ , is plotted against ^„ in Fig. 3-13 (b). The accurate locking 

time of a third-order PLL in terms of 0)^ i = CO„) and ^„ is shown in Fig. 3- 
13(c). 
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(b)'11iiid-aiida-nx 

Figure 3-11. PLL settling behavior vs. damping factor (continued) 
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(b) Secmtd-OTder FLL (time nonnalized to iOrt) 

Figure 3-13. PLL locking time 
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(c) Third-order PLL 

Figure 3-13. PLL locking time (continued) 

Approximate formulas to calculate the settling time in the literature are 
mostly based on (3.52), which is accurate for the second-order PLL. For 
most design, 0 < ^ < 1 , and the term in the brackets of (3.52) has a 

maximum value of IZ-Jl - , therefore the locking time is [3], [12]: 



^- (3.54) 

where the specified frequency accuracy is: 

^ = 17^ (3.55) 

However, the charge-pump PLL is either third or fourth order in practical 
design. We have observed the settling discrepancy of the second and third 
order PLL from either equations (3.52) and (3.53), or Fig. 3-13. We can also 
use a second-order least error fit to approximate the locking time of the 
third-order PLL in Fig. 3-13 (c). For example, for final relative frequency 

settling error £ = 10"^ , the locking time can be expressed as: 

=-^(o.0554<z)^ -5.183<z>„ -H37.84) (3.56) 
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The locking time formula of the third-order PLL based on transient 
simulations given in [13] is: 

where ) is defined as an effective damping factor depending on phase 

margin 0„ . Reference [13] only gives the average ^e(^„)for ln(e) = -10 

obtained from transient simulations. Based on behavioral-level simulation, 
the discrete-time effect on the third-order PLL locking time is also provided 
in [13], which shows that the increase of PLL locking time due to PFD delay 
is relatively small. 

The locking time formula for a simple first-order PLL derived in [14] is: 



7-.=-J!!^ (3.58) 



(0 



and the formula for the second-order PLL given in [15] is: 



r.=-i^ (3.59) 

Further simplified [16] locking time expression is: 

T,=j- (3.60) 

Jc 

Note that the above locking time calculations are based on the linear 
continuous-time model of the charge-pump PLL. This model is good for 
loop bandwidth much less than 1/10 of the reference frequency . 

Otherwise the settling behavior will deviate from the calculations 
substantially as shown in [17]. 

Moreover, to check if the maximum phase error 0^ during the settling is 
in the linear PFD range of ± 2;r , we calculate the maximum PFD phase 
error during the transient response to a frequency step input. 

The transfer function of the input phase to PFD phase error 0^ in a 
second-order charge-pump PLL is 
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(3.61) 



Therefore, the instantaneous PFD phase error for a frequency step input 



IS 



Mf2-A) 



(3.62) 



Given the expression //^/(i) of the second and third order PLL in (3.48) 

(or (3.14)) and (3.25), respectively, the inverse Laplace transformation gives 
the transient phase error in time domain as 



e-^""' ^ sm(co„tyll~C^] 0<C<1 



(3.63) 



No)„ 



u)„t , -^eo„i 



" +e 



1 



The normahzed PFD phase error, 6^ if)- 



No}„ 



0<^<1 

(3.64) 



• , is plotted in Fig. 3- 



Mf2-fd' 

14. For example of ^ = 0.707 , the normalized phase error has a maximum 
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value of 0.45 (or 0.85) for the second (or third) order PLL. Fig. 3-14 (b) 
reveals that to keep the phase error in the range of ±2^ for a third-order 
PLL, the input referred frequency step, (/j - /, )/ N , should be in the range 
of ±l.l<y^. A similar result based on transient simulations of a third-order 
PLL is given in [17] as: 



/2-/1 



N 



< 1.256;. 



(3.65) 
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(b) Third-order PLL 
Figure 3-14. Normalized PFD phase error during locking 
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Finally, if the overload of charge pump or VCO occurs due to under- 
damped overshoot, the locking time will be longer. We can calculate the 
overshoot to check if overload occurs. The transfer function of the input 
phase to the VCO control voltage in a charge-pump PLL is 




(3.66) 



(a) Second-order PLL 




(b) Third-order PLL 

Figure 3-15. VCO control voltage during locking 
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where V^, is the VCO control voltage corresponding to output frequency /j . 
When the VCO output frequency changes from /, to /2 , the transient 
response of VCO control voltage change is 

K{s)-K,=hM-0.{s) = ^^^^^-^ (3.67) 

K,,„ Ns 

Using inverse Laplace transformation, it yields 

K.(0-V.,=^%^[l-^(0] (3.68) 

where e{t) for the second or third-order PLL is given in (3.52) or (3.53). The 
normalized control voltage change is plotted in Fig. 3-15. Overshoot 
increases when damping factor ^ decreases. For example, when ^ = 0.707 , 

the overshoot is about 20% and 30% of the control voltage change for the 
second and third order PLL's, respectively. 

3.1.4 Tracking and acquisition 

Tracking is the transient response of a PLL output to the change of input 
phase in the locked state, and acquisition is the process of bringing an 
unlocked loop into lock. Although the tracking or acquisition process was 
originally defined for a PLL with analog multiplier PD, it can be extended to 
the charge-pump PLL frequency synthesizers. The four PLL operation 
ranges are as follows: 

(1) The hold range AfiJ^ is the frequency range in which PLL operation can 
be statistically stable. For charge-pump PLL, Aco^j — > oo . Thus, the 
actual hold range is only restricted by the PLL tuning range. 

(2) The lock range AfiJ^ , by definition is the frequency offset between the 
inputs of analog multiplier PD, which causes the PLL to acquire lock in 
one beat note for linear PLL. For charge -pump PLL, AfW^ = 4;r^(S;„ . 
Since the lock-in process is roughly completed within one cycle of the 

damped oscillation, the lock-in time T, ~ — . 

(3) The pull-in range AcOp : This is the range within which a PLL will 

always become locked, but the process can be rather slow. The pull-in 
process is a nonlinear phenomenon and is very difficult to calculate. For 
PFD, the average output pulse duty cycle is approximately 50% during 



3. PLL FREQUENCY SYNTHESIZER 



57 



the pull-in process. Thus the pull-in time is Tp = , and the puU- 

in range cOp . 

(4) The pull-out range At^p^ is the size of the frequency step applied to the 
reference input which causes the PLL to lose phase tracking. Because 
the PFD output is linear in the range of -2n <9^<2n , it can be 
computed explicitly using the linear model. 



27tco„ exp 



rtan 



Inco^ exp 



tanh 



(3.69) 



The least-square fit gives the linear approximation [18]: 
hcopo =11.55<y„(^ + 0.5) 



(3.70) 



The operating ranges of a second-order charge-pump PLL are 
summarized in Table 3-3. 



Parameter 


Frequency range 


Time 


acquisition 


hold range 




NA 


lock range 






pull-in range 




^ 2CAfy 

cp vco 


tracking 


pull-out range 


11.55ty,(C + 0.5) 


NA 



For PLL's with other types of phase detector, such as the analog 
multipher, XOR gate and JK flip-flop, the formulas of their operating ranges 
can be found in [18]. 
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3.2 Fast-locking techniques 

Fast locking in frequency synthesizer is required for modem 
communication systems, such as digital cellular mobile systems [19], car 
radio receivers [13] and frequency-hopped (FH) systems [20]. Since for a 
charge-pump PLL, the locking time is inversely proportional to the loop 
bandwidth, the locking time might be longer than a specific requirement for 
a given loop bandwidth. For example, for the frequency synthesizer in [13], 
the SNR constraint asks for SQOHz bandwidth, but the settling times requires 
at least 3.2kHz bandwidth. Thus various techniques have been used to 
achieve fast PLL locking after the channel switching. Basically, these 
techniques are divided into two categories: speed-up mode and VCO pre- 
tuning. 

3.2.1 Bandwidth gear-shifting 

The basic idea behind this scheme is gear-shifting, that is, using a larger 

loop bandwidth during the frequency switching transition and shifting the 
loop bandwidth to the normal value after the PLL is locked or after a certain 
(programmable) period of time. 

One speed-up mode is to use both proportional (Icpp) and integral (I^pi) 
charge-pump currents, as shown in Fig. 3-16. The loop filter output voltage 
in the speed-up mode is: 



■ + 



s(si?iC,C2 +Ci +C2) ' sisR^CiC^+Ci +C2) +I/SC2 



^ q)p ^ cpi ]^ 



•cpp 



^cpp ^cpi J 



(3.71) 



Itm O" 



T 



Figure 3-16. Speed-up mode with integration path 
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Figure 3-17. Speed-up mode with enlarged loop bandwidth 

The zero and loop gain are increased by a factor of (l+Icpi/Icpp), while the 
poles are not changed in the speed-up mode. Thus, the loop stabiUty is 
unchanged in speed-up mode. 

As depicted in Fig. 3-17, another speed-up mode is to increase charge- 
pump current by a factor of 4 (/cp— »4x/(.p), while reducing the shunt 
resistance by a factor of 2 (/?i^0.5x/?i). So the PLL open-loop cross-zero 
frequency, the pole and zero (\/RiC\ and I/R1C2) are all increased by a factor 
of 2. The loop stability is unaffected. The problem associated with this and 
the previous fast-locking approaches is the disturbance of the VCO tuning 
voltage at the moment the current is switched from high to low. 

For the automatic switching between the speed-up mode and normal 
mode operation, we can either use lock-detection circuit to control the mode 
switching or use a programmable counter to control the speed-up mode 
operation time after each charmel switching. 

Adaptive control of the charge-pump current and the resistor in the loop 
filter, which is the output resistance of the regulating amplifier in the dual- 
path loop filter, is used in [21]. An adaptive active loop filter is used in [22], 
lock-detection circuit is used to control the transconductance of the OTA's 
(operational transconductance ampUfier) used in the active loop filter to vary 
the loop bandwidth. An optimum gear-shifting algorithm in the sense of 
MMSE (minimum-mean- square-error) criterion was proposed in [23]. The 
adaptive control is achieved by means of changing the charge-pump current, 
which affects the PLL loop gain, while keeping the loop stable. But this idea 
is too academic to be worthwhile and practical. An analog adaptive scheme 
based on the phase error at PFD was used in [24], where the PLL loop 
bandwidth increases with the phase error. 

Instead of using lock-detection circuit to control the adaptive operation 
mode switching, a frequency difference detector [25] or discriminator-aided 
phase detector (DAPD) [26] can be used to control the increasing of charge- 
pump current and the decreasing of the loop resistance for a fast lock. 

To avoid the switching of charge-pump current and loop components, a 
fast locking PLL with two loops working in parallel was design in [13]. The 



60 



Chapter 3 



wide-band loop is active only during tuning of the radio, which is adaptively 
controlled by a dead-zone block. 

To break the limitation of loop bandwidth less than 1/10 of reference 
frequency in the charge-pump PLL, adaptive change of reference frequency 
was proposed in [27] and [11]. In [27] one large reference frequency is 
employed, and in [11] a series of reference frequencies are used with the 
help of a digital frequency difference detector (DFDD) [28] to control the 
shifting among several gears. 

3.2.2 VCO pre-tuning 

The pre-tuning of VCO oscillating frequency, through selecting 
capacitance/inductance or setting control voltage can be implemented by 
presetting its control voltage (through a DAC) or switching the oscillation 
band (in case of multi-band VCO). A fast frequency-switching scheme using 
a switched-capacitor array to directly change the VCO oscillating frequency 
was implemented in [29]. As shown in Fig. 3-18, it actually uses a multi- 
band VCO and channel selection is directly mapped to VCO frequency-band 
selection. 



C array L -G„ 




1F=^ 

Figure 3-18. Fast-locking with multi-band VCO 

3.3 Discrete-time analysis and nonlinear modeling 

3.3.1 ^-domain transfer function and stability analysis 

Although the linear continuous-time 5-domain model is good for phase 
(noise) analysis in the locked state, there are some features arising from the 
actual discrete operation that need attention [1], [30], [31]. The primary 
features are loop stability, VCO control-voltage ripple, and loop transfer 
functions etc. These features are caused by the granularity effects, z-domain 
analysis gives more accurate results of above features. As derived in [1], the 
transimpedance of the third-order loop filter (see 3.16) is: 
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Z{s) = 



b-1 



1 + s/ci). 



b sC^{l + slO)Jb) 



(3.72) 



The z-domain analysis based on Hnearized approximate difference 
equations gives the following stability requirement: 



2n{b - 1) 



4(l + a) 



2n{i + a) 2{i-a\b-i) 
b 



(3.73) 



where a = exp 



27tb 



and (O^^f is the PLL reference angular 



frequency. 

For a second-order charge-pump PLL, that is, with C-i omitted in the 
loop filter, the loop stabihty requirement is: 



Klco,<- 



1 



n 



(3.74) 



which is equivalent to: 



co„< , / (3.75) 



Equation (3.75) leads to the well-known rule of thumb in the CP-PLL 

design, that is, the loop bandwidth should be less than 1/10 of the reference 
frequency for loop stability. More discussions on the loop stability can be 
found in the Appendix. 

In [30], the impulse-invariant transformation from 5 to z is used for the z- 
domain discrete model of the second-order CP-PLL, and the jitter transfer 
function in z-domain is proved to be more accurate. Furthermore, the 
discrete nonlinear analysis of the second-order CP-PLL was made in [31], 
where the stability limit and the charge-pumpA'^CO overload hmit partly due 
to the control voltage ripple were derived. 
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3.3.2 Nonlinear dynamic behavior modeling 

If the input phase error is out of the range of - 2;r ~ 2;r , the PFD has a 
nonUnear phase detection characteristic. Thus, the nonhnear PLL modeling 
and simulation is used to investigate the dynamic characteristics of a PLL, 
such as the accurate channel switching time, control voltage overshoot, 
charge-pump or VCO overloads, etc. 

There are three memory blocks in the PLL, the PFD, the loop filter and 
the VCO. States are needed to record the output level of PFD, the voltage 
stored on the capacitors of the loop filter and the output phase of the VCO. 
Thus, the number of states is one more than the order of the PLL. Difference 
equations are used to update the states during the iterations. 

With a set of nonhnear autonomous difference equations [31], or event- 
driven model non-autonomous difference equations [32] plus some 
techniques for enhancing simulation speed [33], we can program our own 
PLL simulators [34], [35]. In the event-driven model, time between two 
iterations is not constant and may vary from one iteration to the other. By 
events we mean the rising (or falling) edges of the input and feedback 
signals and overloads. 

The other PLL modeling alternative is to build the behavioral macro- 
model of each block and use existing simulation tools, such as Spice, 
HSpice, Spectre, Spectre HDL, Verilog-A, Simuhnk, etc [36]-[40]. 

3.4 Design example: lAGHz integer-N PLL for Bluetooth 

Bluetooth is a short-range (10-100 meters) wireless data communication 
standard. It operates in the 2AGHz Industrial Scientific Medicine (ISM) 
band. Specifications for the lAGHz frequency synthesizer for Bluetooth 
receiver [41]-[51] are listed in Table 3-4. 



TMe 3-4. Specifications of 2.4GHz Bluetooth synthesizer 



Frequency range 


2.400~2.478G//z (2MHz IF receiver) 


Channel spacing 


\MHz 


Fiequaicy resolution 


IMHz 


Settling time 


<200ms 


Phase noise 


<-\2AdBc/Hz @ 3MHz 


Spur level 


<-60dBc @ IMHz 



The design procedure of an integer-N PLL frequency synthesizer for 
Bluetooth receivers is as follows. 

Step 1: VCO design. From the specified output frequency range and out- 
of-band phase noise level, design an on-chip VCO. For a process like 
0.35//m CMOS process, LC-VCO is a good option for this apphcation. To 
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cover the process variation, the VCO tuning range is designed as twice as 
specified, that is 236~2.52GHz with the center frequency of2A4GHz. Thus 
the VCO tuning range is \60MHz. If we suppose the VCO tuning voltage 
range is l.OV, then the average VCO conversion gain is 
K^^g =27rxl60M ■ rad / s . Note that the conversion gain can be made 
smaller with a multi-band VCO or calibrated VCO [52]. Make sure that the 
VCO phase noise at 3MHz meets the specification. 

Step 2: Choose the reference frequency and find the divide ratio range. 
The reference frequency is equal to the frequency resolution of IMHz in the 
integer-N PLL synthesizer. The divide ratio range would be 
A'^= 2400~2478. Keep in mind that, the in-band PLL noise is enhanced by a 
factor of 20 log(//) = 68 dB. 

Step 3: Loop filter design. From the settling time, calculate the minimum 
loop bandwidth. To achieve a settling time of 200//S, the minimum loop 
bandwidth calculated from (3.60) is 20kHz. Here a loop bandwidth of 
f,=:a}j{2;v)=30kHz, which is 50% more than the minimum value, is 
chosen. Note that there are also other limitations on the loop bandwidth. For 
example, the loop bandwidth should be less than 1/10 of the reference 
frequency for stability concerns. Moreover, the loop bandwidth affects the 
noise transfer characteristic of the PLL. To minimize the phase noise, the 
optimal loop bandwidth is where the high-pass VCO noise contribution is 
equal to the total low-pass noise contribution from the reference, PFD and 
charge-pump, etc. 

Since the reference spur level requirement is not very stringent, a second- 
order passive loop filter is adopted. Choose co^ =0)^/3 and C0p2 - 3(0^ , that 

is, = eo^/{2jr) = 10 kHz and fp^ = 0)^2 fM = 90 kHz. Therefore, the 

phase margin calculated from (3.20) is 0^ = 53° . A large phase margin 

helps cover variations of the VCO conversion gain and loop filter values to 

guarantee the loop stability. Now, with a charge-pump current of 
I^p =100/M, we can calculate the loop filter values, /?, , Cj and Cj, from 

(3.5), (3.7), (3.17), and (3.23). 

JcpR^K.co — £^ = 2;rx30xlO^ radls (3.76) 

From the above equation, we can calculate R^ = 3\.9kD. . Therefore, the 
two capacitors are C, = l/(<a^/?, ) = 499pF and C2 = l/((Wp2^i )= 62/7F . 

The design parameters of this integer-N PLL frequency synthesizer are 
summarized in Table 3-5. 
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Table 3-5. Design parameters o^2AGHz Bluetooth synthesizer 



On-chip VCO 


tuning range 


2.36 ~ 2.52GHz 


conversion gain 


i60A;//r/l' 


phase noise 


<-l'2AdBc/Hz @ 3MHz 


Reference frequency 


IMHz 


Loop bandwidth 


30kHz 


IMvide ratio 


2400-2478 


Charge-pump current 


lOOM 


Passive loop filt^ 

i 




31.9ifeQ 


c, 


499pF 





Step 4: Check the phase noise transfer functions. The open-loop gain and 
phase margin of the PLL is plotted in Fig. 3-19 to check the loop bandwidth 
and phase margin. The closed-loop input and VCO noise to PLL output 
transfer functions are plotted in Fig. 3-20. The input and VCO noise gain is - 
4dB and OdB at 3MHz, respectively. Therefore, their phase noises at 3MHz 
should less than -120£?Bc/ffz and -124<iSc///z, respectively, to meet the 
synthesizer' s phase noise requirement. 




io' 10* io' 10* io' 

Frequency IHz] 



Figure 3-19. Bluetooth PLL open-loop gain and phase (margin) 
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Chapter 4 

LA FRACTIONAL-N PLL SYNTHESIZER 



This chapter focuses on the analysis of ZA fractional-N PLL synthesizers. 
The mapping of the EA quantization noise to the PLL phase noise is the 
main issue addressed in this chapter. A comparative study of the digital EA 
modulator (SDM) provides design guidelines of this block. A LA PLL 
example is given to show the design procedure. 

4.1 lA fractional-N frequency synthesizer 

The SA fractional-N PLL synthesizer compensates the fractional spur in 

the digital domain. The digital noise-shaping ZA modulator is used to 
randomize the instantaneous loop divide ratio. This idea can be traced back 
to King [3] and Wells' [4] patents in 1980 and 1984, respectively. Fig. 4-1 
shows the concept of ZA fractional-N synthesizer. A digital SDM is used to 
control the frequency division ratio in the PLL. The instantaneous division 
ratio is the sum of a base integer, Ng , and the integer output of the SDM, 

Kq (t) , so the average fractional division ratio is 

N = Ng+7^ (4.1) 
where is the average output of SDM, and 
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k_ 



(4.2) 



where k is the input number to the SDM, and M is the modulus used in the 
SDM. When the PLL reaches the steady state, its output frequency is: 



foul ~ ^ ' fref ~ 

and the frequency resolution would be 



No + — 
" M 



fref 



(4.3) 



(4.4) 



The SDM used in a synthesizer is to randomize the instantaneous 
division ratio and hence eliminate or suppress fractional spurs. Another 
advantage of the SDM is its noise-shaping characteristic. It pushes the phase 
noise associated with the divider from low frequencies to high frequencies. 
The loop filter filters out the phase noise in high frequencies. 



phase 




loop 




vco 


detector 




filter 


— ^ 



it) 



£A modulator 



Figure 4-1. Mapping quantization noise into phase noise 

4.1.1 £A quantization noise to phase noise mapping 

Open-loop approximation is used to map the SDM quantization noise 
into PLL output phase noise [1]. This approach opens the connection 
between the VCO and frequency divider and assumes that the input to the 
frequency divider is an ideal signal with exactly the desired frequency 
N • f^gf . So the phase noise generated by the frequency divider is 
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2 

rad^lHz (4.5) 

where Q(f) is the rms spectral density of the £A-shaped quantization noise, 
and 




(4.6) 



For the L-th order MASH SDM, Q{z)=^-z~^)' I .j\2f^ , then (4.5) 
becomes 

2L 

rad^/Hz (4.7) 

Since the phase transfer function from the divider to the PLL output is 
the same as the one from input to output, we can view Sg^{f) as an 
equivalent input phase noise and use a closed-loop input-to-output phase 
transfer function to estimate output phase noise generated by the SDM. 

Seou, if) = 5a/,v (/)• \Hci iff rad'/Hz (4.8) 

Since within the PLL bandwidth, H^i (/)= , the in-band lA introduced 
PLL phase noise is: 

2 

rad^/Hz (4.9) 

As far as the PLL loop bandwidth is not very large and the SDM 

introduced phase noise does not dominate the PLL output phase noise, the 
approximation is valid and the so-caUed chicken-and-egg effect is negligible. 

It is interesting to mention that, the lEA fractional-N PLL synthesizer 
revived first in [2] in 1990, but unfortunately the ZA noise mapping in [2] is 
only valid at in-band frequencies. The assumption made in [2] is that the 
PLL instantaneous output frequency is always equal to the product of 
the instantaneous divide ratio and the reference frequency /^^^ : 



^edivif)~ 



fref-Qif) 

f-N 



n{Nff 



2 sin 



fref-Qif) 



f 
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This assumption means that the PLL locking time is ideally zero. The 
resulting PLL output phase noise power spectrum density (PSD) derived in 
[2] is: 



(4.11) 



Only at low offset frequencies where |l - ? ' | = 27tf I f^^j , the assumption 
might be vahd and the above Equation is simphfied as: 



5ft, J/) = 



frefQif) ' 
f 



rad^lHz 



(4.12) 



Here we observe the agreement between (4.12) and (4.9). For the L-th 
order MASH SDM, (4.11) becomes 



5 if)-^ 

'^eouAJ )- .r) r 

Jref 



2 sin 



2(H) 



rad^/Hz 



(4.13) 



At low offset frequencies, it is simplified as: 



^eout if)- 



_ {2^Y 



12/, 



ref 



fref , 



2{L-1) 



rod'' /Hz 



(4.14) 



Moreover, the above MASH SDM phase noise is converted to the more 
familiar dBc/Hz representation in [5], but we need to be aware of the validity 
of this formula. We can extend formula of (4.8) to the dBc/Hz representation 
as follows. 



5^„,(/) = 101og| -^'^ 



n[Nff 



H,,,[e'"''^'"^.\H,,{ff\dBclHz (4.15) 



Within the PLL bandwidth, it is simplified as 
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Seou, if) = lOlog • \h^, [e'"'''-' )' dBclHz (4. 16) 



4.1.2 £A quantization noise to timing jitter mapping 

Furthermore, the bandwidth Hmitation of a 2A-PLL for a given integrated 
phase error [rms rod] is derived in [6] as: 



where L is the order of ZA modulator as defined before. 

4.2 A Comparative study of digital £A modulators 

EA noise shaping technique has been widely used to suppress fractional 
spurs in fractional-N frequency synthesizers [1], [2], [7]-[13]. There are 
various topologies for analog 2^ modulators (SDM) used in data converters. 
Similarly, there are different topologies of digital SDM's for synthesizers. A 
large number of publications on the design of analog SDM's can be found in 
the literature [14]-[17]. However, little attention has been paid to the design 
of digital ones [18], [19]. 

4.2.1 Design considerations 

Based on observations from YA noise mapping, we have the requirements 
for an SDM used in PLL-FS as follows: 

1) As tone-free as possible 

2) Stable dc input range meets particular applications 

3) Output levels as few as possible to reduce noise mixed down due to 
nonlinearities in phase/frequency detector, charge-pump, loop-filter, and 
VCO [6], and also to reduce the phase noise introduced by phase 
detector and charge-pump. 

4) Suitable for high frequency operation 

5) As simple as possible to reduce power consumption and chip area. 
When the fractional divide ratio is a rational number (e.g. 0.25, 0.5, 0.75, 

etc), strong tones occur in the PSD of digital SDM output. Dithering 
technique is required to destroy these tones. Long input bit-length with LSB 
set to 1 is used in [2], toggling the LSB of the first accumulator once when 
the circuit is reset is used in [8], and high-pass filtered input dither is used in 




(4.17) 
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[20]. The frequency error caused by setting LSB in [2] can be eliminated by 
generating random 1 and-1 sequence for LSB. 

4.2.2 Four types of digital £A modulators 

SDM's are basically divided into two types: single-stage and cascaded. 
Digital SDM's, unlike their analog counterparts, do not have any non- 
idealities, and when the modulator is stable, there is no overload problem. 
Cascaded digital modulators no longer suffer from mismatches and noise 
leakage from front stages, and multi-bit quantizers are free of all non- 
linearities, which does not exit in the digital modulator at all. For the 
application to fractional-N frequency synthesis, the outputs from the digital 
SDM can only be taken as integers. Since the input to the digital SDM is a 
dc level, to avoid limited cycles in the modulators, a long bit-length input 
has to be used. An 18-bit input with the LSB set to 1 is used in the following 
simulation. 

2nd and 3rd-order LA modulators are practically used for fractional-N 
synthesizers [1], [2], [10]-[13], [18], [19]. 4th or even higher order 
modulators are rarely used because it is difficult to suppress the phase noise 
at higher frequencies by a limited order of loop filter [8]. For 2™'-order 
modulators, the architecture is almost unanimously MASH 1-1 [10]. This 
part of the book concentrates on the study of different topologies of 3'^''-order 
modulators. 

A. MASH 1-1-1 

The MASH 1-1-1 architecture based on digital accumulators is depicted 
in Fig. 4-2 [2], [21]. It is very simple. The overflow from the accumulator is 
usually one bit, i.e., either 0 or 1. Therefore, the noise cancellation logic is 
of low complexity. The output has 8-levels and spreads from -3 to 4 with an 
average between 0 and 1 . The stable input range normalized to the modulus 
is from 0 to 1 . It is inherently stable. This topology is suitable for pipeline 
operation with very high clock frequencies. 




(b) Phase error 
Figure 4-3. MASH 1-1-1 simulation of PSD 
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The signal and quantization noise transfer function is: 



r(z)=x(^).^-^+G(z).(l-^-7 



(4.18) 



where Q{z) is the quantization noise associated with the third accumulator. 

The Matlab simulation of MASH 1-1-1 topology is made to evaluate its 
performance. The simulation was run on 2'^ points and the clock frequency 
is 20MHz. Figure 4-3 shows the power spectrum density (PSD) of the SDM 
output and instantaneous phase error seen by the phase detector. The SDM 
output corresponds to instantaneous frequency, and the phase error at PFD 
input is the integration of the corresponding frequency. Thus, the PSD's of 
the SDM output and the phase error rise up 60dB/dec and AQdB/dec, 
respectively. 

Figure 4-4 shows the phase error sequence in the time domain and its 
distribution histogram. The phase error is normalized by a factor of N /{Itt), 
where is the nominal frequency divide ratio in fractional-N synthesis. 
Hence, one unit of the normalized phase error equals one VCO cycle in the 
time domain. We observe that the output is quite tonal and the phase error 
spreads widely. Although the input stable range covers from 0 to 1, input 
levels too close to 0 or 1 will generate high-level in-band spurs at the 
synthesizer output [8]. 

To demonstrate the PLL nonlinearity effects on phase noise folding (or 
mixing), Fig. 4-5 shows the PSD of phase error when 2% of the charge- 
pump current mismatch is taken into account. With input x and output y, 
the nonlinear system is described as: 



We observe that the phase error PSD below 300kHz flats at a level about 
-A5dB. 

B. MASH 1-2 

To reduce the number of output levels, MASH 1-2 as shown in Fig. 4-6 
was used in [19]. The output has four levels from -1 to 2. The transfer 
function of this topology is: 




(4.19) 




(4.20) 
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where Q{z) is the quantization noise associated with the second quantizer. 




(a) Sequence 
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Figure 4-5. MASH 1-1-1 phase error PSD with nonlinearity 

The simulation results are shown in Figs. 4-7, 4-8 and 4-9. The spurious 

content of the PSD is better than that of MASH 1-1-1, but the spurs in high 
frequencies will be mixed down to low frequencies by the non-linearity of 
analog circuits in the PLL. Its phase error is much more concentrated than 
that of MASH 1-1-1. The normalized phase error spreads between from -1 
to 1, which is half of that of MASH 1-1-1. The PSD of normahzed phase 
error flats at -52dB below 200kHz. 

The big disadvantage of MASH 1-2 is that it only allows the input to 
operate about 75% of the whole fractional range [19]. This will limit its 
application in fractional-N frequency synthesizers unless multi-bit quantizers 
are used. 
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Figure 4-6. MASH 1-2 topology 
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(b) Phase erioi 
Figure 4-7. MASH 1-2 simulation of PSD 



Chapter 4 




Sequence 



(a) Sequence 
500) • ^ — 




-1 -0.5 0 0.5 1 

Normalized phase error 



lb) Distribution 
Figure 4-8. MASH 1-2 normalized phase error 
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Figure 4-9. MASH 1-2 phase error PSD with nonlinearity 

C. Single-stage with multiple feedforward (FF3) 

Compared with MASH architecture, single-stage architecture has better 
noise shaping characteristics for dc inputs. But it is subject to instability and 
smaller stable input range. The latter limitation can be eliminated with a 
multi-bit quantizer in digital SDM's. 

A modified single-loop multiple feedforward modulator used in [1] is 
shown in Fig. 4-10. The transfer function is: 

Y{z)=X{z). '''i'-'f''-^'f) .Q{z). V'"'^' . (4-21) 




0.25 



Figure 4-10. Single-stage multiple feedforward topology (FF3) 
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Here the quantizer output is limited to three levels: 0, 1 and 2. The 
feedforward branches can be truncated to reduce the circuit complexity, 
power and area. Simulation shows that the input stable range covers the 
fractional range of 0.5-1.5. As shown in Fig. 4-11, a few tones are observed 
in the PSD's of the SDM output and the phase error. Since the SDM output 
has only three levels, the phase error at the PFD input is well concentrated 
(see Fig. 4-12). Figure 4-13 shows the PSD of the phase error with the same 
nonlinearity as before. It flats at a level of -60dB below lOOkHz. 
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(a) SDM output 



40 1 • ! ■■■!!'.! ! ! « ! ! I ! 1 1 




Frequency [Hz] (Fs>^MHz) 



(b) Phase enor 

Figure 4-11. FF3 simulation of PSD 
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(b) Distribution 

Figure 4-12. FF3 normalized phase error 
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Figure 4-13. FF3 phase error PSD with nonlinearity 

D. Single-stage with multiple feedback (FB3) 

Another alternative of single-stage implementation considered in this 
book is the multi-feedback topology shown in Fig. 4-14. It is used in [13]. Its 
transfer function is: 

Y{z)=X{zyz-' +Q{zy{l-z-'J (4.22) 

In this architecture, to obtain reasonable stable input range we have to set 
the number of quantization levels as many as nine, i.e., from -4 to 4. The bit- 
lengths of the adders before the accumulators are much shorter than the 
accumulators themselves, so the complexity of these adders is relatively low. 
Simulation shows that if we reduce the number of output levels, we have to 
scale the input to each accumulator and each feedback branch as indicated in 
[17]. In that case, the noise shaping and spurious contents are much worse. 
Quantization noise flattens at high frequencies and noise level at low 
frequencies rises. 
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Figure 4-14. Single-stage multiple feedback topology (FB3) 
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(b) Phase error 
Figure 4-15. FB3 simulation of PSD 
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(b) Distribution 
Figure 4-16. FB3 normalized phase error 
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Figure 4-7 7. FB3 phase error PSD with nonlinearity 

The simulation results shown in Fig. 4-15 reveals that we get almost 

tone-free spectrums of SDM output and phase error at the expense of large 
number of output levels. Although the quantizer in this SDM has as many as 
9 levels, the number of output levels for a fixed do input is only a few. 
Therefore, compared with MASH 1-1-1, which has eight output levels, the 
phase error (Fig. 4-16) is better concentrated. It flats at a level of -50dB 
below 200kHz for the assumed nonlinearity in (4.19) (Fig. 4-17). 

423 Summary of comparative study 

From the simulation results of 3'^''-order digital SDM's presented before, 

we observe that the single-stage architecture is better than the cascaded one 
in terms of spurious content. The more levels of the quantizer, the larger 
stable do input range, better noise shaping characteristics and fewer tones. 
However, fewer output levels are preferred in terms of quantization noise 
folding and phase noise associated with charge-pump. So there is a tradeoff 
in choosing the number of output levels. Intuitively, if the basic division 
number Ng is small, fewer output levels are preferred. Note that, although 
for each SDM topology the simulation results vary with the dc input level, 
the variation is much less distinct than the difference between different 
topologies. Furthermore, when the fractional divide ratio approaches an 
integer number, the randomness of the instantaneous divide ratio disappears 
and strong spurs exist at the spectrum of the SDM and the PLL output [2], 
[6], [7]. 

Table 4-1 provides a concise comparison of the performances of the 4 
types of digital SDM's. 
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Table 4- 1. Performance comparison of SDM's 



topology # 


A 


B 


1 

c 


1 1 

D 


noise shaping 


good 


fair 


fair 


good 


spurious content 


many tones 


some t(Hies 


a few tones 


almost 
tone-free 


stable dc input 


8 levels: 


4 levels: 


3 levels: 


9 levels: 


range 


0-1 


0.125-0.875 


0.263-1.678 


-2.50~2.50 


output levels 


-3-4 


-1-2 


0-2 


-4-4 


nonlinear noise 


-45dB @ 


-52dB @ 


-60dB @ 


-50dB @ 


level 


<300kHz 


<200kHz 


<mkHz 


<200kHz 


max clock 

frequency 


fmax 


0.5/^ 




0.33/„„ 


complexity / 


About the same, since accumulators dominate and each 


area /power 




has 3 accumulators 





As listed in Table 4-1, the PLL nonlinearities, like the charge-pump 
current mismatch, significantly fold the high-pass shaped SA phase noise 
from high frequencies into low frequencies due to the intermodulation effect. 
Therefore, the PLL in-band phase noise often increases when it works in the 
fractional-N mode [7], [22], [23]. If a phase offset seen by PFD is 
intentionally introduced to make the PFD phase error always either positive 
or negative, the conversion from SA phase error to charge-pump output 
charge will be much more hnear, and the noise folding due to charge-pump 
mismatch can be alleviated [23]. 

Figure 4-18 depicts the above mentioned linearization technique by 
adding an offset current in parallel with the charge-pump. Suppose the 
minimum turn-on time of charge-pump switches is Ins, and the charge 
current 2% more than the discharge current as shown in Fig. 4-19 (a). In the 
locked-state and without the offset current, the charge and discharge current 
pulse-widths are Ins and 1.02ns, respectively, when there is no noise in the 
PLL. However, if we take the SA quantization noise only into account, the 
scenario would be different. Positive and negative PFD phase errors increase 
the charge and discharge current pulse widths, respectively. As illustrated in 
Fig. 4-19 (b), the mapping of phase error into net charge is nonlinear due to 
current mismatch. As shown in Fig. 4-20 (a), the offset current introduces a 
phase offset in the lock state [23]. Suppose the reference period is 
'^lej ~ 5^'^* ' offset current /^j^^^, - 0.0208/^^ is required to make the PFD 

input offset equal to Ins. If the 2 A phase error is less than Ins, it only 
changes the pulse duration of charge current and the discharge current pulse 
duration is always equal to the minimum turn-on time of Ins. Therefore, as 
shown in Fig. 4-20 (b), with an intentionally introduced PFD phase offset 
larger than the instantaneous EA phase error, the mapping of phase error into 
net charge becomes linear. 
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Figure 4-18. Charge-pump with current mismatch 




(a) Output current pulses (b) Phase to charge conversion 

Figure 4-19. Charge-pump mismatch and nonlinearity 




(a) Output cunent pulses (b) Phase to charge convenion 

Figure 4-20. Charge-pump with offset current for Unearity 
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4.3.1 Direct digital modulation 



Since the ZA-PLL can generate high-resolution frequency output 
controlled by the programmable fractional divide ratio, it can be employed 
as a direct digital phase/frequency modulator in transmitters [8]-[ll], [24]- 
[28]. It eliminates the DAC, mixer and filter in traditional transmitters [29], 
[30]. Note that the digital modulation in [9] is based on a variation of 2A- 
PLL synthesizer using SA frequency discriminator (SAFD) [31]-[33]. Since 
the PLL loop bandwidth is a limitation on the modulation date rate, a 
compensation filter is used to greatly enhance the data transmission 
bandwidth [9], [10]. The direct digital modulation diagram in [9] and [10] 
are shown in Fig. 4-21 and Fig. 4-22, respectively. 
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Figure 4-21. Direct digital modulation of ZA-PLL synthesizer 
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Figure 4-22. Direct digital modulation of ZAFD-based synthesizer 
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A survey of SA-PLL (or EAFD) for direct digital modulation reported in 
the literature is summarized in Table 4-2. 



Table 4-2. A survey of SA-PLL for digital modulation 



PLL (SD) 


[8] 


[9] 


[101 


[11 J 


[271 


ref. fteq. [Hz] 


20M 


23M 


TOM 


ASM 




output freq. [Hz] 


915M 


1.9G 


1.8G 


2.4G 


915M/1.8G 


loop BW [Hz] 


lOOk 


30^ 


S4k 


700A: 


135;^ 


modulation 


GMSK 


GMSK 


GFSK 


GFSK 


GMSK 


topology 


mash-4 


llUisll I 




;v \ 3b 


mash-3 


data rate Ibit/s] 


62.SA 


27 U 
(max IM) 


2.5M 


2M 


27 U 



432 Frequency-to-digital conversion 



PLL frequency discriminator based on HA noise shaping of quantization 
noise can be found in [34], [35]. Figure 4-23 shows the simplified block 
diagram of the second-order EA frequency discriminator (ZAFD) in [35]. 
The quantization noise is high-pass shaped in the same way as lA analog-to- 
digital converter (ADC). 

Another version of frequency-to-digital converter proposed by Gallon et 
al. [36] -[39] is shown in Fig. 4-24. Also, an analog-input digital PLL 
(ADPLL) employing ZA noise shaping in [40] is claimed to be good for 
frequency or phase demodulation. 
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Figure 4-23. A second-order ZA frequency discriminator 
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Figure 4-24. A second-order 2^ frequency-to-digital converter 



4.4 Modeling and simulation of ZA-PLL 

A straightforward modeling approach for SIA-PLL is developed in [41]. 

As in [42], which presents a z-domain model of PLL, one important idea is 
to use an impulse sequence to approximate a width-modulated pulse 
sequence in modeling the PFD/CP output, so the loop filter output can be 
easily calculated using its impulse response and no difference equation is 
needed for iteration. Note that, this approximation is valid only when the 
PLL is in steady or near-steady state where the pulse width of charge-pump 
output current is much less than the reference period. 

Denote the j-th phase of the reference and divider output as [/] and 

^dh-D]' respectively. And the period of the fixed reference is r„/. Then the 
output pulse width of the j-th PFD output is: 

i^i=^K[j\-^^M (4.23) 

Using an impulse sequence approximation, the PFD output is: 

E{f)«Y.tst,S[t-jTj (4.24) 
y=-~ 

The charge pump output is the PFD output scaled by the charge piraip 
current : 

I=IcpE{t) (4.25) 

Denote the impulse response of the loop filter as hff{t), then its output 
voltage can be easily calculated as: 



V,{t)=E{t).h,f{t) 



(4.26) 
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Denote the VCO conversion gain as K^^„, and V^{t) is the VCO control 
voltage deviation from the nominal value that generates the nominal VCO 
output frequency . The VCO output phase deviation is: 



(4.27) 



Define the instantaneous divide ratio as and its deviation from 

the nominal fractional divider ratio N as n [k]=N,,[k]-N . The divider 
samples the VCO continuous output phase as 
^out (j) = ^ottt {^j } " ^out + ) . As such, the PFD output pulse width is: 



' lit N 



2;rY,n[m~l]-0„M 



\ m=— 



(4.28) 



Assuming 0^^ [/] = 0 , we have 



(4.29) 



The entire time-domain model of LA-PLL is shown in Fig. 4-25. Note 
that this model is accurate for steady or near-steady state PLL analysis rather 
than dynamic behavior analysis due to the impulse approximation of the 
charge-pump output. Furthermore, phenomena such as overloads and 
nonlinearities need to be taken into account for the dynamic behavior 
modeling. 
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Figure 4-25. Time domain model of SA-PLL 

The frequency domain PLL model in [41] is similar to the one shown in 
Rg. 4-26. It is the same as the well-known hnear phase (noise) model as 
addressed in Chapter 3. The treatment of ZA phase noise is the same as the 
mapping methods proposed by Riley et al. in [1]. Examples of ZA-PLL 
phase noise calculation and simulation can be found in [7], [41], and [43], 
which are all claimed to be in good agreement with measurement results. 
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Figure 4-26. Frequency domain model of SA-PLL 
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4.5 Design example: 900MHz LA-PLL for GSM 

GSM is one of the most popular wireless communication standards for 
cellular phones in the world. The GSM receiver has a RF input frequency 
range of 935.2~959.8M//z. Specifications for the frequency synthesizer for 
GSM receiver are summarized in Table 4-3 [44] -[46]. 



Table 4-3. Specifications of 900Af//z GSM synthesizer 



frequency range 


865.2~889.8M//z OOMHz IF receiver) 


channd spacing 


700kHz 


fiequency resolution 


lOOkHz 


settling time 


<577/zy 


phase noise 


<-\l\dBc/Hz @ (mkHz 


spur level 


<-68dBc @ 600/kffz 
<-88dBc @ ^MHz 



The design procedure of a EA fractional-N PLL frequency synthesizer for 
the GSM application is as follows. Here we use the MASH 1-1-1 SDM. 

Step 1: VCO design. From the specified output frequency range and 
stringent out-of-band phase noise level, design an on-chip VCO. For a 
process like 0.35/im CMOS process, LC-VCO is a good option for this 
application. For example, a 3V, 9mW, 0.84 ~ \.Q3GHz, OAjUm CMOS LC- 
VCO with-123.5<i6c///zat 600kHz is reported in [47]. To cover the process 
variation, the VCO tuning range is simply designed as twice as specified 
here, that is, 852~902MHz with the center frequency of 811 MHz. Suppose 
the VCO tuning voltage range is \.0V, then the average VCO conversion 
gain is K^^„ - IJTxSOM ■ rad/s . Make sure that the VCO phase noise at 

600kHz be less than - llldBc/Hz. 

Step 2: Choose the reference frequency and find the divide ratio range. 
Unlike integer-N PLL, the reference frequency of fractional-N PLL can be 
much larger than the frequency resolution {200kHz). With a reference 
frequency of l3MHz, the divide ratio range would be 66.54 ~ 68.46. The 
MASH 1-1-1 SDM output range is -3 ~ 4 for input fractional number from 
0 to 1. Therefore, the programmable divider must be able to implement 
divide ratio range of A' = 63 ~ 71. The PLL in-band noise enhancement is 
201og(iV) = 37rfB. 

Step 3: Loop filter design. From the settling time of 511 fls, the minimum 
loop bandwidth calculated from (3.60) is 6.9kHz. A loop bandwidth of 
/j. = 50kHz is adopted to take advantage of the fractional-N architecture. A 
large loop bandwidth helps reduce the loop filter capacitance and suppress 
the in-band VCO noise. However, the suppression of the lA noise imposes 
an upper constraint on the loop bandwidth. 
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To suppress EA noise at high frequencies and reduce the reference spur, a 
third-order passive loop filter is used. Choose f ^ = /3 = 16J kHz , 
fp2=3f^=\50kHz and fp^=^\5f^=150kHz . Therefore, the phase 
margin calculated from (3.36) is 0^ = 49° . Now, with a charge-pump 
current of /^^ = , we can calculate the resistance and capacitance 
values in the loop filter. The PLL bandwidth (see 3.37) is: 

V^i£j^ ^ = 2;rx50xlO' rad/s (4.30) 



From this equation, we can calculate /?j = 24kQ, . Therefore, the largest 

capacitor is C, = 1 /{o)^ ) = 397/jF . Cj + Cj « 1 /{fy^z^i ) = 44 pF (see 

3.33). Let C2=2ApF , then C3=20/?F . Again, from 

/?3 =l/(fiJp3C2C3/(C2 +C3)) (see 3.34), we have Z?, =19ikQ . The design 

parameters of this integer-N PLL frequency synthesizer are summarized in 
Table 4-4. 



TiAle4-4. Design parametes ot9O0»tHz GSM ^iMfaeaar 



(Hi-chipVCO 


tuning range 


852 ~ 9(X2MHz 


conversion gain 


50MHzA^ 


phase ntrise 


<-l2\dBc/Hz @ tmkHz 


refisrrace frequency 


nMHz 


loop bandwidth 


50kHz 


lA modulator topology 


Mash 1-1-1 


divide ratio 


63-71 


ciuuge-punq) cunmt 


2O11A 


passive loop filter 


Ri 


2Aka 


c, 


397pF 




24pF 




19l£l 


C3 


20pF 
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Figure 4-27. GSM PLL open-loop gain and phase (margin) 




id" 10* )oP 10* io' 

Frsqusnqr |Hz) 



Figure 4-28. GSM PLL closed-loop phase transfer function 

Step 4: The open-loop gain and phase margin of the PLL is plotted in Fig. 
4-27 to check the loop bandwidth and phase margin. The closed-loop input 
and VCO noise to PLL output transfer functions are plotted in Fig. 4-28. For 
example, both phase (noise) transfer function gains at 600kHz offset are 
about 0<iS. 

Step 5: Plot and check the lA introduced phase noise. From (4.7), the 
equivalent divider phase noise introduced by the MASH 1-1-1 LA modulator 
is plotted in Fig. 4-29. We observe that the input-referred lA phase noise 
level at lM//zisabout-l l5dBc/Hz. 
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Figure 4-29. GSM PLL input-referred SD phase noise 



The PLL output phase noise introduced by the EA modulator is also 
plotted in Fig. 4-29. It shows that the output-referred ZA phase noise at 
600kHz is about-123<iBc///z.It indicates that a smaller loop bandwidth is 
preferred to further suppress the 5^ phase noise. 
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Chapter 5 

ENHANCED PHASE SWITCHING PRESCALER 



This chapter is dedicated to the prescaler design. Conversional prescaler 
design techniques are overviewed, followed by the enhanced high-speed, 
low-power and robust phase-switching prescaler. The analysis and design of 
this new prescaler are elaborated in great detail. 

5.1 Prescaler architecture 

The prescaler is included in the loop of the frequency synthesizer as 
shown in Fig. 3-1. It is in fact a high-speed frequency divider. For example, 
in a 2A-GHz PLL in 035tm CMOS, the LC-VCO oscillates at lAGHz, but 
the frequency divider implemented with standard digital cells can only work 
at a frequency less than 400MHz. To bridge this speed gap, a specially 
designed high-speed frequency divider is needed. The prescaler is usually 
dual-modulus or multi-modulus in a tunable PLL. 

5.1.1 Conventional prescaler 

The conventional dual-modulus prescaler [l]-[7] uses a dual-modulus 
synchronous counter as its input stage. Figure 5-1 shows the divide-by-4/5, 
divide-by- 3/4 and divide-by-2/3 synchronous counters for the conventional 
prescaler. The flip-flops in these counters are usually specially designed 
high-speed ones. 
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Figure 5-1. Synchronous counters for conventional prescaler 

Figure 5-2 depicts a conventional divide-by-32/33 prescaler. It consists of 
a divide-by-4/5 synchronous counter and a divide-by-8 asynchronous 
counter. When division mode control (MC) input is high, the prescaler' s 
divide ratio is 32. Otherwise, the divide ratio is 33. 

For this prescaler, the three flip-flops used in the input stage work at the 
highest input frequency and therefore consume significant power. 
Furthermore, compared with an asynchronous -r2 divider based on the same 
flip-flop, this synchronous counter can only work at much lower input 
frequency due to the additional gates in the feedback loop. The divide-by-2/3 
or divide-by-3/4 counter itself consumes less power than the divide-by-4/5 
one, but the following stages have to operate at higher frequencies and the 
timing of the divide-by-2/3 or divide-by-3/4 selection is more critical [1]. 
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Figure 5-2. Conventional divide-by-32/33 prescaler 

As shown in Figure 3-1, the dual-modulus (P/P+ 1 ) prescaler is combined 
with two programmable counters M and A, which are implemented with 
standard digital cells, to realize a programmable divide ratio of MP+A. The 
limitation of this scheme is that the lower hmit of the continuous divide ratio 
is P(P-\). To eliminate this limit, the multi-modulus prescaler/divider is 
often used to provide more flexible divide ratios. One widely used scheme is 
cascading a number of -r2/3 stages [8], [9]. For example, nine stages are 
connected in cascade in [8], and any divide ratio between 512 and 1024 can 
be realized by external control signal. Sometimes the multi-modulus 
prescaler/divider is designed to realize a certain range of divide ratio for a 
particular apphcation [10]- [12]. For example, the divide ratio in [11] is 
220-225 for a HIPERLAN frequency synthesizer. 



5.1.2 Phase switching prescaler 



The phase-switching architecture was first proposed by Craninckx and 
Steyaert [13] to increase the maximum operating frequency and save power 
consumption. Figure 5-3 shows the block diagram of a prescaler using the 
existing phase-switching technique. It has two divide-by-2 stages in cascade 
and only the first FF operates at the highest input frequency. The second 
master-slave FF operates at half of the input frequency and generates four 
90°-spaced outputs, namely, in-phase, quadrature, and their reverse signals 
[13]. Each output lags behind the other by one input signal period. At any 
time instant, only one of these four signals is connected to Y through a 4-to- 
1 MUX. If we switch y from I to Q properly, it is equivalent to swallow an 
input cycle and increase the instantaneous division ratio (from to F) by 1, 
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i.e., from 4 to 5. For the whole prescaler shown in Fig. 5-3, if the mode 
control (MC) is high, phase-switching occurs once per output cycle and the 
divide ratio (from/„ to /<,„,) is 4A^+1. Otherwise, no switching occurs in an 
output cycle and the divide ratio is 4A^. 



MUX 4-1 




H > 







f out 



MC 



Figure 5-3. Existing phase-switching prescaler 

Since in the phase- switching prescaler only the first -r2 FF works at the 
highest input frequency, a prescaler with the same speed as an asynchronous 
divider can be obtained. Although the phase-switching architecture has the 
above advantages over the conventional one, it may suffer from gUtches. 
Figure 5-4 illustrates the correct (case 1) and wrong (case 2) switching 
timing windows [14]. In Fig. 5-4, when switching 7 from I to Q happens at 
timing point a where / and Q are at the same logic level (case 1), the 
instantaneous divide ratio is increased from 4 to 5. However, when ill-timed 
switching happens at timing point b where / and Q are of different logic 
levels (case 2), it generates a glitch in the output. This kind of ghtches can 
cause the following -^-A'^ counter to miscount. Phase-switching prescalers 
have been popular in the literature [13]-[16] and various significant efforts 
have been made to remove the ghtches. As summarized in [14], a long 
rising-time MUX control signal is used in [13], but it is not robust due to the 
sensitivity to process variation. Feedback from MUX is used in [15], 
however it reduces the operation speed. A synchronizing flip-flop is used in 
[16] to retime MUX control signal. Similarly, a retiming circuit is used in 
[14], which unfortunately increases the circuit complexity and consumes 
more power and area. With synchronization or retiming, the phase- switching 
operation is still not very robust because it is difficult to implement such a 
high-speed circuit and the timing requirement of this circuit itself is very 
stringent. 

Multi-modulus prescaler/divider can also be implemented based on 
phase-switching input stage [14], [17]. For example, the divide ratio in [17] 
is 64-71 for a DCS- 1800 frequency synthesizer. 



5. ENHANCED PHASE SWITCHING PRESCALER 



107 



Y 
Y 



_r 



I 1 

JL 



b! 

m 



m- 

I case I 
I case 2 



Figure 5-4. Timing windows of correct and incorrect switching 




n 




— V ►< 

' IB 


1 



Figure 5-5. Schematic of a differential 4-2 ILFD 

5.1.3 Injection-locked prescaler 

To further compete with the oscillating frequency of the LC- VCO, an 
analog frequency divider called injection- locked frequency divider (ILFD) 
can be employed [12], [18]-[21]. It trades the operating frequency range with 
power consumption. ILFD's based on both LC- VCO and ring- VCO are 
investigated in the literature. The divide-by-2 ILFD based on LC- VCO is 
shown in Fig. 5-5. It can be tuned simultaneously with the proceeding LC- 
VCO to enhance its operating frequency band. Besides the small input 
bandwidth, ILFD is usually very sensitive to process variations and it is not 
programmable unless combined with the phase- switching architecture. 



5.1.4 Summary and comparison of prescalers 



The prescaler is a high-speed frequency divider and it is the speed 
bottleneck of a high-frequency PLL. The speed of traditional digital 
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prescalers is limited by the synchronous input counter, which might be only 
half of the flip-flop's toggling speed, /ff [22]. Moreover, the traditional 
prescaler is usually power and area consuming [12]. To increase the toggling 
speed of a flip-flop, designers limit the internal signal swing in the flip-flop 
[13], [23], [24]. However, the residual phase noise of the prescaler increases 
with small internal voltage swing [24], [25]. 

The phase-switching prescaler can be regarded as a derivative of the 
multiphase VCO and inherent fractional divider discussed in Chapter 2. It 
can work as fast as /ff and saves power. The main problem of the existing 
phase-switching prescaler is the possible glitches and the current gUtch- 
removing techniques are not robust and even involve significant power. The 
superharmonic ILFD is a low-power analog divider that can work around n 
times of the VCO self-oscillating frequency, /vco. where n is the order of 
superharmonic. n is 2 for ILFD based on LC-VCO in [12], and n equals the 
number of stages of the ring oscillator in [21]. The disadvantages of ILFD 
include small input frequency range, non-programmability and sensitivity to 
process variation. However, if we combine the ILFD and phase-switching 
technique, we may design a very high-speed and programmable prescaler. 
Note that at radio frequencies, the boundary between digital and analog 
disappears. Both the input synchronous counter in a traditional prescaler [1], 
[24] and the input toggling flip-flop in phase-switching prescaler self- 
oscillate in the absence of input [14]. Thus these input stages can be 
interpreted as an injection-locked oscillator [23]. A comparison of existing 
prescaler architectures is summarized in Table 5-1. 
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5.2 Enhanced phase-switching prescaler 

With the ever increasing input frequency and the speed constraint of the 
CMOS process, it is preferable to further divide down the input frequency 
before phase-switching occurs to increase the robustness of the switching 
operation. One more -=-2 stage is used in the enhanced phase-switching 
prescaler shown in Fig. 5-6 [26], [27]. Since the MUX operating speed is 
reduced by half, it can be implemented with standard digital cells and level 
amplification is saved to reduce power. This stage consists of two master- 
slave flip-flops working in parallel. It generates eight outputs with 45° 
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spacing. The spacing in time domain remains to be one input cycle. 
However, the output waveforms can be either of two patterns shown in Fig. 
5-7. It depends on the initial status of the two flip-flops and the beginning 
order of their clock signals, which are difficult to predict. Circuit simulation 
shows that both patterns can occur. 
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Figure 5-6. Enhanced phase-switching prescaler architecture 
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The waveform in Fig. 5-7 (a) is what we desire. For the pattern in Fig. 5- 

7 (b), we need to exchange signal pairs {p\, p5) and (p3, p7) to yield the 
same pattern as in Fig. 5-7 (a). Fortunately, this problem can be tackled by 
detecting the phase difference between pO and pi and using the detection 
result to control the 8-to-l MUX operation. We will explain this in more 
detail in the next section. 

If we use the conventional phase-switching sequence as shown in Fig. 5- 

8 (a), although the correct timing window is now three times as large as 
incorrect timing window, glitches can still happen without additional 
retiming circuit to synchronize the MUX control inputs. However, we can 
completely remove the glitches by simply reversing the switching sequence 
as shown in Fig. 5-8 (b). By changing the switching sequence, the 
instantaneous divide ratio is decreased by 1, that is, from 8 to 7 when 
switching occurs. We can obtain an inherently glitch-free phase-switching 
prescaler and save silicon area and power consumption. The divide ratio of 
the prescaler is P-SN-i if the mode control input is high and P+i-SN, 
otherwise. For instance, the divide ratio P/P+l becomes 15/16 when A'^=2. 
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Figure 5-8. Phase-switching sequence 



5.3 Circuit design and simulation results 



5.3.1 Eight 45°-spaced phases generation 

The four ^2 FF's shown in Fig. 5-6 are implemented using the same 
topology shown in Fig. 5-9. It is the source-coupled logic (SCL) without tail 
current [28]. With the omission of the tail current, the FF can work under 
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lower power supply and higher frequency. The transistors are sized to work 
properly even beyond 2.4-GHz with 0.35//m CMOS technology and each 
stage can drive the next stage directly. Fig. 5-10 shows the simulated output 
waveforms of the divide-by-8 stage. These FF's are the main power and area 
consumers. 
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Figure 5-9. SCL flip-flop configured as divide-by-2 



As shown in Fig. 5-11, an exclusive-or (XOR) gate is used to detect the 
relative phases between pO and p\, which represent the upper and lower FF's 
in the third -^2 stage in Fig. 5-6, respectively. Following the XOR, a buffer 
with long channel-length transistors is used to filter out narrow spikes. The 
output of the detection circuit is low if pO leads p\ hy 45° and high if pO 
leads p\ by 225°. Dummy loads are added to other 6 outputs, p2 through pi, 
to keep the same load effect for all eight phases. 



5.3.2 8-to-l multiplexer 



The 8-to-l multiplexer (MUX) is shown Fig. 5-12. This low-speed MUX 
is built with standard digital cells instead of current-mode logic to save 
power. To match the delays from 8 phases, pQ through pi, to the multiplexer 
output Y, 2-input symmetric NAND and NOR gates shown in Fig. 5-13 (a) 
and (b) are used in the multiplexer. For 0<n<7, if selection control input Sn 
is high, phase input will be connected to the MUX output Y, that is. 



Y = pl-Sl + p6-S6+p5-S5-\-pA-S4-^p3-S3 + p2-S2 + phS\ + pQS0 

(5.1) 
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Figure 5-10. Simulated eight 45°-spaced divide-by-8 wavefomis 
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Figure 5-11. Phase pattern detection circuit 



5.3.3 Switching control circuit 



A robust phase-switching control circuit is used in this design. An 8-bit 
shift register is used to generate phase selection signals, 50 to SI for the 8-to- 
1 MUX. At any time, only one of the eight phase selection signals is high. 
As mentioned in the previous section, since there are two possible phase 
patterns (see Fig. 5-7) for signals pO to pi, we need to use the phase 
detection result to adjust the phase selection sequence. If the detection result 
is low, that is, pQ leads ;?1 by 45° (Fig. 5-7 (a)), the phase-switching will 

occur in the following sequence pO— >p7— >p6-» >pO. Otherwise, the 

phase-switching sequence will be pO— >p3— >p6-»/jl-»p4-»p7— >/j2— >p5— >pO. 
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This is equivalent to exchanging two phase-pairs, {p\,p5) and ip2>, pi), for 
the phase pattern in Fig. 5-7 (b). 

pi 57 p6 S6 p5 S5 p4 S4 p3 53 p2 52 pi 51 pO 50 




Figure 5-12. 8-to-l multiplexer 




(a)NAND (b)NOR 

Figure 5-13. Symmetric 2-input gates 

5.3.4 Asynchronous frequency divider 

The asynchronous ^A^^ divider, where A^^ is 2 in this ^15/16 prescaler, 
consists of one true-single-phase-clock (TSPC) FF [29], [30] shown in Fig. 
5-14. It is simple and can work well at high frequencies. 
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Figure 5-14. Tnie-single-phase-clock flip-flop 

Note that in Fig. 5-14 the transistors' widths are in the unit of fm, and all 
lengths are0.4/im. 
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Figure 5-15. Simulated prescaler input and output waveforms 

The whole prescaler consumes 2mA at 1.5 V supply with l.AGHz inputs in 
simulation. Its divide ration is 16 when the mode control is low and 15 
otherwise. The simulated input and output waveforms are shown in Fig. 5- 
15. The duty cycles of MUX output 7 and the -r 16 output fow are not exactly 
50% because the rise and fall propagation delays of both the MUX and 
asynchronous -tN divider are not exactly equal. The duty cycles of both Y 
and foul are not important in this inherently ghtch-free phase-switching 
architecture. 
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5.4 Delay budget in the switching control loop 

Figure 5-16 shows the timing relationship when it switches from phase 
pi to phase pQ. Timing analysis is required to determine the delay budget in 
the phase-switching control loop, which consists of the MUX8-1, the 
asynchronous -^-A' divider, and the frequency control (including the NAND 
gate) in Fig. 5-6. The following delay timing analysis is very helpful for 
understanding the timing of the phase-switching control loop and provides 
guidelines for a sound design of this loop. The notation used in Fig. 5-15 is 
defined next. Here we use pit— >yT to indicate the propagation from the 
rising edge of pi to the rising edge of Y. 

H^Mvx '■ the rising edge propagation delay of MUX in the absence of 

switching (pit— >yt) 
tSijjiy : the rising edge propagation delay of the -rA^ divider (yT—>/o„,T) 
^tcTL '■ the rising edge propagation delay of the frequency control generation 

A/,p, : the amount of time that rising edge of 50 leads the next rising edge of 

phase pO 

l^tpYi '■ the first rising edge propagation delay of MUX after switching occurs 

(poT^yT) 

• the amount of time that rising edge of 50 leads the second next rising 
edge of phase pO 

A^pyj : the second rising edge propagation delay of MUX after switching 
occurs (pOt-^yt) 

T7: the delay from the rising edge of pi to the next rising edge of pO. 

Tl = lTj„ , where 7]„ is the prescaler' s input period 
Ty^^ : the first period of 7 when phase- switching occurs 
Tg^, : the period of the prescaler' s output when phase- switching occurs, which 
is 157^„ if the prescaler works properly 
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Figure 5-16. Simulated phase-switching waveforms 

From timing analysis of the delays shown in Fig. 5-16, we observe that: 

1) If Af^p, =77^„ -Atn^yj( -Atj^jy -At(~j-i is longer than the maximum 

propagation delay of the MUX, which is approximately Atj^/yx . then the 

logic propagations due to change of phase selection signal SO and phase 
pO do not interfere with each other in MUX. Under this condition, 
Afpj-j = Atj^fux and it guarantees that Ty^ = IT^^ . Otherwise, Ty^w can 

be anywhere from 77^„ to 87)„ . Thus, the constraint on delays in the 
control loop for the phase-switching to be completed in the first cycle of 
Y is lAti^ux + ^Div + ^CTL - '^'^in ■ Constraint is satisfied, a 

multi-modulus prescaler [14] [17] (-rl4/15/16) can also be implemented. 
The divide ratio of 14 can be achieved by modifying the switching 
control to switch the phase twice during one prescaler output cycle. 

2) If the phase-switching can not be completed in the first cycle of Y, but 
A/jp2 = 157^ - ^Mux ~ ^Div ~ ^CTL ^^ng enough, so that the logic 
rising of SO doesn't interfere with the second logic rising of pOin the 
MUX, then AtpY2 ~^uux it guarantees that =157^„ . Hence 
the constramt on delays in the phase-switching control loop for a -=-15/16 
prescaler is llid^^^ +^div -^^ctl ^157;.«. 

3) If we increase the prescaler division factor, for example, to 31/32, we 
increase both prescaler output period, r„„, , and delay of asynchronous 
■tN divider, Atjjjy , by approximately a factor of 2. Since T„„f > AIdiv > it 
has more delay budget and the prescaler operation is safer. So usually 
the circuit delays in the switching control loop is not a problem and the 
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first toggling FF is the only speed limit of this improved phase-switching 
architecture. 

From the relationship between delays in the phase- switching control loop 
and the prescaler's input signal period, we can schedule the delays in the 
control loop for a sound design. 

5.5 Spurs due to nonideal 45° phase spacing 

Ideally the eight phases, pQ through pi, are evenly spaced for the phase 
pattern shown in Fig. 5-10. However, like a multi-phase VCO [31]-[35] or 
delay stages [36], [37], there is a systematic delay (or phase) mismatch in 
each physical implementation of the phase-switching prescaler. The 
operation of the loop frequency divider, which incorporates a divide-by- 
15/16 phase- switching prescaler, can be classified into three modes. The 
first one is an integer-N divide ratio that is a multiple of 16, and no phase 
switching occurs in this mode. The second one is an integer-N divide ratio 
that is not a multiple of 16, and the phase switching occurs periodically. The 
third one is a fractional-N divide ratio, and the phase switching occurs 
randomly due to the ZA modulation. It is obvious that the phase mismatch 
does not matter in the first divider operation mode, while spurs resulting 
from the phase mismatch are generally ehminated in the fractional-N 
operation mode [31]. Thus, we need to analyze spurs due to the phase 
mismatch in the second divider operation mode. 

With the delay mismatch of the 8-to-l MUX also taken into account, the 
systematic nonideal spacing of the eight phases is illustrated in Fig. 5-17, 
where the dashed and sohd lines represent the ideal and nonideal positions of 
the output phases. 

pO pi /72 p3 p4 pS p6 p7 pO 

I I I I I I I I I 

I I I I I I I I I 

-^r- -^Ij*- 

Alto Ati A/2 Af3 Af4 Ms ^ 6h M> 

Figure 5-17. Phase mismatch in the phase-switching prescaler 

When the PLL loop divide ratio is A^=16m+15, where m is an integer 
number, the phase switching occurs once in every divider output cycle, and 
the phase error of the divider output varies through the following sequence 
periodically: 



^e^, A0^, A0^, A(9^, M^, Ad^, AO^, AG^ 



(5.2) 
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where the phase error is 



At 



A0:=27i—^ i = 0,l 7 



(5.3) 



're/ 



Similarly, when divide ratio A^=16m+30, the phase switching occurs 
twice during each divider output period, and the periodic divider output 
phase error sequence is: 



Ad^ , Ad^ , Ad^ , ABq or Ady , Ad^ , A0^ , A9y 



(5.4) 



Thus, we see that the phase error of the loop divider output varies 
periodically due to the delay mismatch in the phase-switching prescaler. 
When the number of phase switching is odd during each divider output cycle, 
the period of the phase error sequence is 8; when the number of switching is 
2 or 6, the period is 4; when the number of switching is 4, the period is 2. 

The loop divider output spurs caused by the delay mismatch in the phase- 
switching prescaler can be calculated from the discrete Fourier 
transformation (DFT) [38] of the phase error sequence. For example, when 
the loop divider output phase error is the sequence of (5.2), its DFT 
coefficients [38] are 



1 7 



0. 4lA^, 
° /=o 



it=0, 1, ...,7 



(5.5) 



The spur level (in dBc) of the divider output at frequency of {k I S)f^^, is 



J2oiog|e 



+ 3 



spur_diA ) I 201og|G,| 



l<jt<7, ki^A 
it = 4 



(5.6) 



The single-sideband spur level (in dBc) at the PLL output is 



201og|e4|-iv]+201og 



r 



201og[ie^|-N]-3+201og 



r 

H 



\<k<l, k^A 

k = A 
(5.7) 
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where the PLL open-loop gain H (jco) is defined in (3.3). Remember that 
the PLL output period is Tq = T^^j / N .ifwe define the phase error as 



^e\=2n^ = ^^^■N i = o,i, ...,7 



(5.8) 



Then its DFT is 



(5.9) 



(=0 



From (5.9) and (5.7), the PLL output spur level can be written in terms of 



&^ as 



2Olog0j + 2Olog 



H. 



( .k 



ref 



201ogeJ-3+201og 



l<jk<7, 

. (5.10) 



/k = 4 



Therefore, we see that the spur level is actually not dependent on the loop 
division ratio A^, but the ratio of the delay mismatch and the PLL output 
period ( Af, /Tq ). Table 5-2 gives a numerical example of the delay 
mismatches (7^0= Ins ) and values of the first term of spur formula (5.10). 



Table 5 2. A numerical example of delay mismatches and spurs 



i, k 


0 


1 


2 


3 


4 


5 


6 


7 


t^i 

[ps] 


-0.353 


-0.198 


-0.283 


-1.10 


0.466 


0.325 


-1.168 


0.079 


|0/| 
[dB] 


-55.1 


-68.5 


-56.4 


-54.3 


-69.1 


-54.3 


-56.4 


-68.5 



Even though the delay mismatch sequence (A?,) of the phase-switching 
prescaler for each physical implementation is fixed, its values are 
statistically distributed among different implementations. Therefore, it is 
necessary to investigate the corresponding statistical distribution of the spurs 
induced. For simplicity, we assume that (At, (/=0, 1, •••,7) sequence has 
independent Gaussian distribution. 

Let us look at the statistical distribution of the DFT coefficients of a data 
sequence with normal distribution. Assuming Xi (/=0, 1, 7) are 
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independent Gaussian variables with zero mean and variance of OJ. The 
corresponding DTF coefficients are 



^ .=0 



(5.11) 



Therefore, we have 



V2 V2 V2 V2 ^ 

Xn — — Xt Xo Xa _ + — ^ 

° 2 2 2 2 



1 

+ — 
64 



-Jt, -Ji 

— JC, 

2 ^ 2 



V2 



^ (5.12) 



=i>'6r =-^(^0-^2 +^4-^6)^ +^(^1-^3 +^5 -^7)^ (5.13) 



\ (^f2 V2 V2 V2 



2 



+ 

64 



^ (5.14) 



^ 2 ' ^ 2 ' 2 ' ^ 2 \ 



and 



1^4^ =77(^0 +*2 -*3 +*4 -^5 -^7)^ 



(5.15) 
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Figure 5-18. Statistical distribution of DFT of delay mismatches 

From (5.12), (5.13) and (5.14), we find that \y^^ , for 1< A: ^7 and 

k t^A , has a scaled Chi-square distribution of dimension 2 [39] shown in 
(5.16). Note that, although the two terms in each pair of parenthesis in (5.12) 
and (5.14) share some common variables, they are uncorrelated Gaussian 
variables and are hence independent [40]. 
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Figure 5-19. Statistical distribution of spurs due to delay mismatches 



\yk\' ~ Z'{2)-^ l<k<l,k^4 (5.16) 
16 

However, | has a scaled Chi-square distribution of dimension 1 [39] 
shown in (5.17) 
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Figure 5-18 shows the Matlab simulated distributions of |)'^ | ( 1 < ^ < 7 , 

k*A) and \y^f with cr^^-l, which agree well with the theoretical formula 
in (5.16) and (5.17), respectively. 

The Matlab simulated distributions of 201og|)'t| {\<k<l , ki^A) 

2Q\o^y^\ with (T^=\ are shown in Fig. 5-19 (a) and (b), respectively. 

Again we use a numerical example to give a quantitative insight into the 
spurs. If the variance of normally distributed A?, is 0.5^5 and Tq = Ins , then 

the variance of defined in (5.8) is 0.628%, i.e., -50dB . Further, if 
H^jco^^f I %)=-2>QdB , from Fig. 5-19 (a) and equation (5.10) the expected 
value of the PLL output spur at /„//8 is -91.5<ific , that is, 

-50dB-'iOdB-\\.5dBc ^ -9\.5dBc . As indicated in Fig. 5-19 (a), the 
variance of this spur is 5.6dB. 

Attention was paid for good symmetry and matching in the layout of the 
phase generating flip-flops, the frequency control circuit and the MUX. By 
careful design and layout, the spurs generated by non-ideal 45 "-spacing can 
be suppressed to neghgible levels [41]. 
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Chapter 6 

LOOP FILTER WITH CAPACITANCE 
MULTIPLIER 



This chapter concentrates on the loop filter design. Various loop filter 
topologies are reviewed, and a novel loop filter based on the capacitance 
multiplier is presented. The capacitance multiplier emulates the large loop 
capacitor very well. The new loop filter is very power and area efficient. 

6.1 Loop filter architecture 

6.1.1 Passive loop filter 

The passive loop filter for charge-pump PLL shown in Fig. 3-7 (a) is 
repeated in Fig. 6-1. 




Figure 6-1. Third-order passive loop filter 
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Figure 6-2. Second-order active loop filter 

Besides the passive implementation, the active loop filter is another 
option. Figure 6-2 shows an example of the second-order active loop filter. 
Active filters have the advantage of more flexible pole/zero arrangement. 
Especially for off-chip loop filter, the operational amplifier (OP A) can work 
with a higher supply voltage source to increase control voltage swing [1]. 
Also, for active filters like the one shown in Fig. 6-2, the charge-pump 
output voltage is fixed and its current matching improves. Furthermore, for a 
fully differential PLL implementation, active loop filter implementation is 
necessary for controlling the VCO common-mode control voltage [2]. The 
disadvantages of active loop filters include additional power consumption 
and noise contribution. 

6.1.2 Dual-path loop filter 

The loop filter is the integration bottleneck of narrow-band PLL 
frequency synthesizers. Dual-path loop filter is widely used to solve the 
problem of integrating a large loop capacitor on chip [3] -[8]. As illustrated in 
Fig. 6-3, the dual-path loop filter has an integration path (on the left), a low- 
pass path (on the right, also referred to as proportional path) and a voltage 
adder. 

The dual-path loop filter's transfer function is derived as follows: 
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Figure 6-3. Dual-path loop filter 



\ + sRC, 



(6.2) 



V =v +v 



/,,[i+.j?(g-c,+cJJ 



(6.3) 



From (6.3), we observe that the zero in this dual-path loop filter is 



CO, = 



(6.4) 



Thus, by scaling the dual charge-pump currents, it is equivalent to scaUng 
up the integration capacitance Cj by the current scaling factor B of dual 
charge-pumps. 

Figure 6-4 (a) shows a third-order dual-path loop filter implemented in 
[4]. Two active devices are used, one operational amplifier and one voltage 
adder. Figure 6-4 (b) is the dual-path loop filter implementation in [7]. 
Compared with the previous implementation, this one does not need a 
floating capacitor and only use one active device, the buffer. Another similar 
implementation in [8] is shown in Fig. 6-4 (c). 




(c) 

Figure 6-4. Dual-path loop filter implementation 
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In spite of many advantages in the dual-path architecture, it also bears 
lots of disadvantages. Besides increased noise and power due to active 
devices, the charge-pump of the integration path is still working with a very 
small current and contributes significant noise. Also, the delay mismatch of 
the dual charge pumps may change the loop parameters. Furthermore, at 
least for the implementations in [4]-[6], [8] the voltage decay due to the 
parallel R and C in the low-pass path might cause undesirable ripples on the 
VCO control voltage [9]. 

6.1.3 Sample-reset loop filter 

A sample-reset loop filter for a PLL with a current controlled oscillator 
(CCO) was introduced in [10]. It is used to average the oscillator 
proportional control current that provides the feed-forward zero during the 
entire update period and hence produces a ripple-free control signal. The 
ripple-free control current eliminates the need for additional filtering poles, 
leading to a nearly 90° phase margin which minimizes input jitter peaking 
and transient locking overshoot. 

The simplified diagram of the sample-reset loop filter is illustrated in Fig. 
6-5. The key idea of this architecture is to generate a proportional current 
that is constant over the entire update period and has a value equal to the 
average current. This value leads to the same position of stabihzing zero as 
in the standard charge -pump PLL, but generates a ripple free oscillator 
control current, and thus minimizes the jitter. It can be achieved by first 
sampling the phase difference for each reference period (here reference 
frequency refers to the PFD update frequency) on a capacitor C2 and then 

injecting a constant control current proportional to the sampled phase 
difference during the rest of the update period. At the beginning of each 
reference period, a reset must be performed on the sampling capacitance 
voltage to eliminate the memory of proportional path. This eliminates an 
additional pole at the origin that would otherwise make the loop unstable. 
The reset signal is synchronized with the reference frequency and is 
generated by the PFD. Two sampling and reset capacitors of value C2 , 

which operate in recycling order, are used to implement this idea. A 
comparison between the proportional path current in standard charge-pump 
PLL ( /^pp ) and the sample-reset PLL ( ) is shown in Fig. 6-6. 
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Figure 6-5. Sample-reset loop filter 



Icpp ■ ■ 



time 

Figure 6-6. Sample-reset versus standard PLL 
With the PFD phase error 9^ , the control current ( I^. ) is: 



9, ' In sC^ ' 



(6.5) 



9,^' In' f,^j.C, 



(6.6) 
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In sCj 



1 + - 



fref ^cpi ^2 gl 



(6.7) 



It shows that this sample-rest PLL is a type-II second order PLL. Its open 
loop gain is: 



In sCi 



S 'N 



(6.8) 



Its zero is: 



CO, 



_ r ^cpi ^2 8l 

I C B 

^cpp '-'1 6 2 



(6.9) 



The natural frequency and damping factor are as follows: 



InC^N 



(6.10) 



Although the sample-reset loop filter tries to smooth the voltage ripple in 
the traditional charge-pump PLL, the voltage ripple still exists due to 
nonideal switching operation. Furthermore, the circuitry complexity and 
power/area is high, and additional noise comes from active devices used in 
this architecture. When the reference spur is not a big concern, this 
complicated architecture may not be worthwhile. 

6.1.4 Other loop filter architectures 

In [11], Larsson implemented an effective loop capacitance of AQnF as 
shown in Fig. 6-7. The resistance ratio is B=Rx/Ry=40. 
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bufSer 



Figure 6-7. Loop filter in [11] 

As indicated in Fig. 6-7, the effective resistance and capacitance of this 
second-order loop filter are 



C,ff={B + \)-C 



(6.12) 



and 



(6.13) 



Since R^ is scaled up by a factor of B+l, which is 41 in this case, its 
noise contribution beyond the bandwidth of the buffer might be significant. 
To increase the bandwidth of the buffer, it will cost considerable power. 
Moreover, the buffer might reduce the swing range of the VCO control 
voltage. 

A discrete-time delay cell is used in [12] to emulate the zero-generating 
resistor /?j (see Fig. 6-1) in the loop filter as shown in Fig. 6-8 (a). AT is 

much smaller than the loop time constant, so e"'"^^ ~\-s/ST . The transfer 
function of PFD/CP/LF combination is 



1 



BI 



■ + - 



1 



-stsT 



iTt sC, 



1 



^ AT 

B -h 

Cj sC 



(6.14) 



+ 5- 



1 J 



with a zero frequency of 
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-5 KT 



(»z =— — h -r^ (6-15) 



Figure 6-8 (b) illustrates the switched-capacitor implementation of the 
delay hne in Fig. 6-8 (a). Since the PLL reference frequency is usually 

much larger than the loop bandwidth, the interleaved switched-capacitor 
branch can be represented by an equivalent resistor R^^ ^ifre/^sY^ 
continuous-time model shown in Fig. 6-8 (c). With charge-pump current of 
I^p , the equivalent transimpedance of the loop filter is 

^A^) = ) (6-16) 

s{C,+cAl + sR,^-^ 



of which the zero frequency is 

«,=(l + fi)^/„, (6.17) 

Like the sample-reset loop filter, this loop filter has cy^ independent of 

process and temperature, and the large capacitance in the passive loop filter 
can be avoided. Unlike the dual-path loop filter, no charge pump needs to 
work with a small current. For example, with current ratio B =-0.9 it is 

equivalent to amplifying the value of Q by a factor of (l + 5) ' = 10 . 

As pointed out before, the active implementation of loop filter is very 
flexible. The loop filter topology in [13] and [14] is shown in Fig. 6-9. It can 
be interpreted as a dual-path loop filter with an integration path, a low-pass 
path, and a differential charge-pump (i.e., the current scaling factor is -1). 
The resistor in the low-pass path is implemented with a switched-capacitor. 
The frequency of the two non-overlapping switching clocks is the same as 
the reference frequency = 20MHz . The transimpedance of the loop 

filter is given by 

^ 1 \ + s-{C,+C^+C,)l{f^C,) 
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Figure 6-8. Loop filter in [12] 



With the capacitors' values shown in Fig. 6-9, the zero frequency is 
/ = J £4 f ^ lOMHz (< 
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(6.20) 



X 

C2=3p C|=3Qp 




Figure 6-9. Loop filter in [13] 

6.1.5 Summary and comparison of loop filters 

Passive loop filters consist of resistors and capacitors only. The biggest 
capacitor might be too large for integration, and the zero and pole 
frequencies are susceptible to process variation. Active loop filters are more 
flexible and can provide larger tuning range, but they cost more power and 
introduce active noise. The largest capacitor in the passive filters can be 
scaled down by a factor of current or resistance ratios. A switched-capacitor 
can be used to replace the resistor, and it make some loop parameters 
proportional to capacitance ratios and be less sensitive to process variation. 
However, switched-capacitors introduce clock feedthrough and charge 
sharing. In conclusion, a comparison of different loop filter architectures is 
summarized in Table 6-1. Note that, as mention before, more disadvantages 
of some dual -path loop filters, such as voltage decay and small current in the 
integration paths, are not listed in the Table. 
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Table 6-1. com 


sarison of existing loop filter architectures 


architecure 


features 


pros 


cons 


passive 


RmiC 

only 


no active noise 


large C 


active 
(basic) 


OPA 


large voltage, 
more flexibility 


more power, active noise 


dual-path 


two CP, 
OPA 


smaller C 


VDOK power, active noise 


sample-reset 
[10] 


two CP, 
OPA, SC 


less ripple, 
smaller C, less 

sensitivity 


more power, active noise, 
clock feedthiough, charge- 
sharing 


Larsson [11] 


buffer, R 
scaling 


smaller C 


more power, active noise 


Lee [12] 


two CP, 
SC 


less ripple, 
smaller C, less 
sensitivity 


active noise, clock 
feedthiough, charge- 
sharmg 


Perrott [13] 


two CP, 
OPA. SC 


less sensitivity 


mme power, active noise, 
clock fieedthrough, charge- 
sharing 



6.2 Loop filter and charge-pump noise mapping 

Keep in mind that, as shown in PLL design examples, the bandwidth O)^. , 
VCO conversion gain K^^„ and frequency divide ratio A'^ are directly 
derived from synthesizer specifications and architecture. For a given 
bandwidth a>^ (see (3.7), (3.31), (3.37)) and loop zero Q)^ (see (3.5)), 
products ■ and • C, are fixed. To reduce the size of C, , we need to 
increase and hence to decrease I^p . However, phase noises introduced by 
both and R^ increase in doing so. To provide a quantitative insight into 

this issue, we calculate the PLL phase noise introduced by the loop filter and 
charge-pump in the example PLL for GSM in Chapter 4. 

The third-order passive loop filter is again shown in Fig. 6-10. We want 

to map its resistance noise ( v^^ = 4^77? ) to the PLL output phase noise. 
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Figure 6-10. A third-order passive loop filter 

First, we map the thermal voltage noise of the two resistors, R^ and R^ 
into the voltage noise at the loop filter output. The voltage transfer functions 
are as follows. 



(6.21) 



C, +C2 



l + s/?,C,C2 /(C, +C2) 



"If /\ 



(6.22) 



As listed in Table 3-1, the loop filter control voltage noise to the PLL 
output phase noise transfer function is 



.{s) = 



NK,. 



N-s + K^K,,„Ziy{s) 



(6.23) 



The above transfer function for the example GSM PLL in Chapter 4 is 
plotted in Fig. 6-11. The phase noise contribution of loop resistors in the 
GSM PLL is illustrated in Fig. 6-12. We read that the phase noises generated 
by Ri and R3 at 600kHz offset are -UldBc/Hz and -l25dBc/Hz, 
respectively. 

Denote the current noise of the charge-pump as . As listed in Table 3- 
1, we have 



(6.24) 
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10' 

FrequBncjr IHz] 



Figure 6-11. Loop filter noise transfer function of the GSM PLL 




Figure 6-12. Loop filter induced phase noise in the GSM PLL 

We consider the thermal noise the charge -pump current and neglect the 
flicker noise of the switches [15]. The charge pump current noise can be 
represented as [16] 



CP J, y 

ref ' od_cp 



(6.25) 



where t„„ is the turn-on time of the charge pump, T^^f =\l f^^j is the 
PFD update period, and is the gate-to-source overdrive voltage 
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{Vqs -Vr)of the current source/sink transistor in the charge pump (see Fig. 
3-4). 

From (6.24) and (6.25), we find that for a given PLL bandwidth and a 
fixed V/^ cp' the PLL phase noise ^^„, is inversely proportional to charge- 
pump current 7,^ . Figure 6-13 shows the phase noise contribution of the 
charge pump in the example GSM PLL. Here we use i^.^ „„ =lns and 
^od_cp =0-3V . It indicates that the phase noise generated by the charge 

pump at 600kHz is -\43dBc/Hz. Therefore, if we reduce the charge-pump 
current from 20juA to 20nA, its phase noise contribution at 600kHz would be 
-ll3dBc/Hz, which is larger than the specification of -llldBc/Hz- On the 
other hand, when the charge-pump current 1^^ is decreased by a factor of 

1000, the loop resistance needs to be increased by the same factor of 

1000. Then the phase noise induced by i?j would be -lOldBc/Hz 

(=-131+30) at 600kHz, which is much larger than the specified value of- 
\2\dBc/Hz. Moreover, when we scale down the charge-pump current and 
loop capacitance, the reference spur due to charge-injection and clock feed- 
through of switches also increases. 
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Figure 6-13. Charge pump induced phase noise in the GSM PLL 

6.3 Loop filter with capacitance multiplier 

6.3.1 Third-order passive loop filter 

The third-order passive loop filter for the charge-pump PLL (see Fig. 6- 
1) is already discussed in detail in Chapter 3. In this work, the loop filter 
values are: /?, =10^ , Q =160pF , C2=10pF , R^=lkQ. , and 
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C3 = lOpF . With PLL bandwidth of about 270kHz, calculation from (3.36) 
shows that the PLL phase margin is about 51° . 

6.3.2 Capacitance multiplier 

To overcome the disadvantages of the dual-path topology, capacitance 
scaling technique [17], [18] was employed in the design of the third-order 
on-chip loop filter. In TSMC 0.35//m CMOS process, the l60pF poly-to- 
poly capacitor ( C, ) would occupy about O.lmrn^ of die area. To reduce its 
area, it was built with a capacitor C,- =10 pF scaled up by a factor of 16 as 
shown in Fig. 6-14. This capacitance multiplier is a special example of 
impedance scahng based on current amphfier shown in Fig. 6-15. The input 
impedance is 

V- V- Zn 

z. = = — = —2- (6.26) 

(5 + l)io B + l 



Thus, the impedance is scaled up if the current ratio -1 < B < 0 . On the 
contrary, the impedance is scaled down if B > 0. In case of capacitance 
multiplier, the capacitance is scaled up by a factor of B +1 when B > 0. 

To minimize the current leakage at node A, cascode current mirrors with 
long-channel transistors are used. The equivalent small signal admittance at 
the input terminal is: 



1 + 5- 



Cp2+(B + l)C.. 



l + s- 



Cf +c 

8 ml 



pi 



(6.27) 



Cp[ and ars parasitic capacitors at node A and B, respectively. 
Usually, C^i « C,- and C ^2 « because C^j includes the large 
parasitic capacitance between the bottom plate of poly-poly capacitor C, 
and ground, g^^ is the transconductance of transistor Ml, and is the 
overall conductance at node A. B = 15 is the current gain of the current 
mirror (or current amplifier). 
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Figure 6-14. Capacitance multiplier 



V,. O 




Figure 6-15. Impedance scaling based on current amplifier 

Figure 6-16 shows the simulated frequency responses of l/jfn in 
comparison with an ideal 160pF capacitor. The three corner frequencies of 
^hin are: 



0),, = 



go 



SoA 



C,,+(5 + l)C, C, 



(6.28) 



^c2 = 



(6.29) 



and 
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_(g + l)gml 
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(6.30) 



<y^i and (O^.^ are poles while <y^2 ^ ^c™- }'m can be approximated in 
the four frequency ranges separated by the above three comer frequencies as 
follows: 

1) At very low frequencies, i.e., «y < <W^j , 



2) In the frequency range of co^^ <eo< 0)^2 > 

>',>,«HC,2+(B + 1)C,)«5Q 

which is the intended capacitance. 

3) In the frequency range of 0)^2 <o>< a^-t, , 



(B + 1)C, / 



4) At very high frequencies, i.e., co > (O^^ , 



(6.31) 



(6.32) 



(6.33) 



C,2 + 



c + c 



pi 



(6.34) 
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(b) Phase 

Figure 6-16. Simulated capacitance multiplier impedance 
6.3.3 Simulation of loop filter with capacitance multiplier 

The following two constraints on the comer frequencies of the scaled 

capacitance are imposed for this appUcation: 

i) To minimize the current leakage, a small value of gg^ is needed to 
make (O^i as low as possible. Also, the current mismatch between the top 
and bottom sources at node A should be minimized. 

ii) To keep the PLL's phase margin unchanged, it is desirable that the 
second corner frequency 0)^2 should be much larger than the zero of the 

loop filter (o^ , i.e., 0)^ 2 ^> ■ 



146 



Chapter 6 



The first requirement can be easily met by using cascode current mirrors 
with long-channel transistors, but the second requirement may not be 
satisfied in some cases. Therefore, we need to investigate the impact on the 
loop filter's frequency response when (o^^'^^^z is not satisfied. 

In the frequency range of O}^^ « O) « co^^ , from (6.27), we have: 

^■-^^'^^y^-- ' , (6.35) 



l + S— + 



Thus in this frequency range, the capacitance multiplier is equivalent to 
the desired capacitance Q in series with a resistance of [(5 + l)g^J ^ value. 
Since i?, is in series with the capacitance multipher, then the overall 
resistance is increased and the zero of the loop filter becomes: 

<Oz = 7 ^ = H (6-36) 



(5 + l)g 



1 



ml J 



C 1 + ^ N 



Figure 6-17 illustrates the frequency responses of the loop filter's 
magnitude and phase with co^^ equal to lo)^ , 4o)^ , Sty^ and infinite (ideal 
case), respectively. It shows that the deviation of frequency response from 
ideal case is negligible when 0)^.2 ^ 4o}^ , i.e., 

>7 — (6.37) 
(5 + lK 

Otherwise, the PLL's open-loop crossover frequency increases (Fig. 
6-18 (a)) while the frequency corresponding to the maximum phase margin 
decreases (Fig. 6-18 (b)). Therefore, we need to reduce the value of /?, by 

the amount of [(s -I- l)g^i]~' to keep loop parameters unchanged. This 

imposes that [{B + should never be grater the nominal value of /?, . 

The simulated frequency responses of this loop filter with scaled capacitor 
and non-scaled capacitor, respectively, is shown in Fig. 6-18. It indicates that 
the resistance at node A (=l/g„^) is around 30MQ,, which is large enough 

to make the current leakage negligible, and one can say that the capacitance 
multipher emulates a large grounded capacitance very well in this 
apphcation. 
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(b) Phase vs. fiequency 

Figure 6-17. Effects of limited /c2 on loop stability 
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(b) Phase vs. frequency 

Figure 6-18. Simulated loop filter transimpedance with capacitance multiplier 



6.3.4 Noise consideration 

Finally, we must check the noise introduced by the capacitance multiplier 
to make sure that it is negligible. We consider the phase noise caused by the 
capacitance multiplier at IM/fz offset because the phase noise requirement 
around I MHz is the most stringent for most of the wireless applications. 
Since the thermal noise dominates at 1 MHz, a simple way is to compare the 
equivalent noise resistance of the capacitance multiplier with /?j . From Fig 
6-16 (a) and the analysis made before, we know that the admittance of the 
capacitance multipUer at 1 MHz is approximately (fl + l)g„i ■ Neglecting the 
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minimized noise of the bias, the voltage noise density of the capacitance 
multiplier is approximately given by: 

RkT 

Sm2 ' which is the transconductance of transistor M2, can be less than 
g^i for noise optimization, but let us consider the case g„2 ~ 8m\ > 
(6.38) yields: 

= —/ \ (6.39) 

3(5 + l)g„, 

Therefore, the thermal noise produced by the capacitance multiplier is 

4 

equivalent to the one generated by a resistance of r value. To 

3(5 + Ijg^i 

make the noise contribution from capacitance multiplier at IMHz negligible, 
4 

we need to have —, > < R, , i.e.: 



As far as the noise contribution from 7?, [19] is negligible for a certain 
application, the noise contributed by the capacitance multipUer is also 
negUgible. 

In this design, the sizes of transistors Ml ~ M4 are 12/2, 6/3, 12/3 
and 12/3 in the unit of ^im, respectively. The dc current of this branch is 
5/^(4. g„i =0.1mAA^, which is large enough to satisfy conditions in (6.37) 
and (6.40). This capacitance multiplier consumes only O.lmW including its 
bias. 
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Chapter 7 

OTHER BUILDING BLOCKS OF PLL 



This chapter covers the design of PLL synthesizer blocks of the 
experimental PLL prototype other than the prescaler and loop filter. General 
analysis and design techniques of each building block are overviewed. The 
analysis methods of the VCO phase noise are summarized. A complete 
analysis of the reference spur is also made in this chapter. 

7.1 VCO 

Basically, there are two types of on-chip VCO's for high frequency 
PLL's: the ring oscillator and the LC-tuned oscillator. The ring oscillator 
consists of a number of delay stages. It usually takes less area and has a large 
tuning range. The LC oscillator often takes more chip area due to spiral 
inductors and has a smaller tuning range, but it can run at a much higher 
frequency and generally its phase noise is better. 

7.1.1 LC-VCO 

Figure 7-1 shows the schematic of the LC-VCO. Cross-coupled 
transistors Ml and M2 are used to generate a negative resistance to 
compensate the parasitic parallel resistance of LC tank for oscillation to 
occur. M3 and M4 are used to generate bias current. M5 and M6 are used as 
varactors for frequency tuning [l]-[4]. 
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M4 



M3 



Figure 7-1. LC-VCO schematic 



Efforts are put on the robust connection between the VCO and the 
prescaler, which are the two RF blocks in the PLL prototype. The DC level 
of the VCO output matches that of the pseudo-differential input NMOS pairs 
in the prescaler. Therefore, the VCO can drive the prescaler directly and 
robustly. No RF buffer, or AC coupling capacitor, or DC bias of the 
prescaler input, is needed in this scheme. 



7.1.2 Varactor 



A. Diode varactor 



The reverse-biased diode, which is usually made of p-diffusion in n-well 
can be used as a varactor. It is a lateral device consisting of p"^-n'-n"^diffusion 
sequence. Since the n-well has a high resistivity (at least hundreds of 
^2/square), the parasitic resistance introduced by the diode varactor is of a 
big concern. Efforts in optimizing the layout have been made in the hterature 
to reduce the parasitic resistance [5] -[7]. Also caution should be used to keep 
the diode varactor working in reverse-biased mode in the VCO tuning range 
and oscillating range. 



B. PMOS varactor 



The well-known C- characteristic of MOS transistor can be employed 
as a varactor for LC-VCO. The gate-to-substrate capacitance of a MOS 
transistor, , varies with the voltage drop between substrate and gate, 

VgQ . Usually, the C-V characteristic of a MOS transistor is for a very small 

signal superimposed on bias voltage VgQ . If the LC-VCO, the signal 

Vj, is large and the instantaneous value of C„o^ changes through the 
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oscillating period, nut the average value of still varies with control 

voltage Vflc . 

For a p-sub, n-well CMOS process, the MOS varactor can be two PMOS 
sharing the same n-well. The bias of the n-well, which is the substrate of the 
two PMOS transistors, is used as the frequency control node of the VCO. To 
reduce the parasitic resistance of MOS varactor, minimum channel length 
should be used to minimize the channel resistance, and the multi-finger 
layout is used to reduce the resistance of the poly gate. The 2 of a MOS 
varactor is roughly proportional to the reverse of channel length and the 
typical Q value is between 10 and 100 [7]-[10]. 

C. Inversion-mode PMOS varactor (I-MOS) 

Since the MOS transistor has a non-monotonic C-V characteristic, the 
VCO with PMOS varactors shows a non-monotonic tuning characteristic. 
One way to obtain a quasi-monotonic tuning characteristic MOS varactor is 
by ensuring that the transistor does not enter the accumulation region for a 
very wide range of values of Vq . This is accompUshed by connecting the 
substrate to the highest DC voltage, i.e., . 

D. Accumulation-mode PMOS varactor (A-MOS) 

A more attractive alternative is the use of the PMOS device in the 
depletion and accumulation regions only [8], [10] to ensure that the 
formation of the strong, moderate, and weak inversion regions is inhibited, 
which requires the suppression of hole-injection in the channel. This, in turn, 
can be accompUshed by replacing p'^-diffusion (source and drain) with n"^- 
dif fusion (same as n-well contacts). It can also be regarded as a NMOS 
transistor made in the n-well. 




(a) Diode (b) PMOS 

Figure 7-2. Different types of varactors 
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(c)I-MOS ((OA-MOS 

Figure 7-2. Different types of varactors (continued) 



(a) Diode in n-well 




(b) PMOS in n-well 



n-well 
p*diff. 

n^difif. 
poly gate 




(c) A-MOS in n-well 



Figure 7-3. Top view of varactors in CMOS technology 

Figure 7-2 shows four types of varactors used for LC- VCO in CMOS 
technology. The top views of diode and MOS varactors are illustrated in Fig. 
7-3. The C-V characteristics of the I-MOS and A-MOS varactor compared 
with the one of the PMOS varactor are illustrated in Fig. 7-4. 
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Figure 7-4. C-V characteristic of MOS capacitors 



7.1.3 Inductor 



On-chip inductors for LC- VCO's have been widely investigated in the 
literature [11]-[21]. The mostly used approach is the spiral inductor made of 
metal tracks available in the standard digital CMOS process. A spiral 
inductor can be made of single metal layer or multiple metal layers. For 
single layer implementation, we use the top metal layer, which is furthest 
from the conductive substrate and is usually the thickest metal layer. The 
large distance to the substrate reduces the magnetic coupling with the 
conductive substrate. The top metal layer has the smallest resistance due to 
its thickness. These two factors help increase the quality (Q) factor of spiral 
inductors. The multi-layer series spiral inductor is also often used because of 
its smaller chip area compared with the planar spiral inductor. The substrate 
coupling effect is alleviated with smaller chip area. Multi-layer parallel 
inductor is sometimes used to reduce the series resistance of metal tracks. 
The typical Q of on-chip spiral inductors is less than 5 in standard digital 
CMOS [22], [23]. 

Another approach is to make use of the inductance of on-chip bondwires 
[24]. Compared with the spiral inductor, the bondwire inductor has superior 
performances. Its Q is around 30 to 50. The main concern in the use of 

bondwires as tank inductors is that their values are affected by a large 
spread. 
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Figure 7-5. On-chip spiral inductor 

The spiral inductor designed in this work is shown in Fig. 7-5. It is built 
with metal4 tracks. The outside dimension is HOjum. The metal track width 
and spacing are S.Sjum and 1.5//m, respectively. ASmC [17] is used to 
simulate the inductance value and quality factor. The simulated inductance 
and quality factor are 2.02nH and 4.5, respectively. The inductor's quality 
factor is overestimated because eddy current is not considered. 
Characterization of spiral inductors in a similar CMOS process shows that 
the actual quality factor is even less than half of the simulated value [25]. 

The design parameters of the LC- VCO (see Fig. 7-1) are summarized in 
Table 7-1. 



Table 7-1. Design parameters of LC-VCO 



M1/M2 


M3 


M4 


M5/M6 


L 


36(10mA).4(») 


160(24m/0.8u) 


20(24|i/0.8|i) 


150(5|j|/0.4u) 


ISnnH 



7.1.4 VCO phase noise 

The oscillator's phase noise model, which has historically been used to 
describe oscillator's phase noise, was heuristically deduced by Leeson [26]. 
This model is widely used throughout industry. Based on this model, the 
oscillator's single-sideband phase noise spectrum is given by 



£(A/) = 



IFkT 



1 + 



/o 



1+ 



AW 

|A/| 



(7.1) 



where 

F - active device noise factor 

k - Boltzmann constant (1.3807x10"^^ Joules/ Kelvin) 
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T= temperature 

Ps - output power 

fo = oscillator center frequency 

Ql = loaded resonator quality factor 

Af- frequency offset from carrier 

A/j^^3 = comer frequency of 1//^ phase noise 

This linear time-invariant (LTI) model can be derived by the noise 
shaping due to the band-pass LC filtering effect. A simple model for the LC 
oscillator is shown in Fig. 7-6. The impedance for parallel RLC, for 
A/ « /o , is 

where is the parallel conductance of the tank. At steady state oscillation, 
we have =G[^. Therefore, for a parallel current source, the closed-loop 
transfer function of the oscillator is given by the imaginary part of the 
impedance in (7.3). 

The current noise of the equivalent parallel resistance is: 

?JAf=4FkTG^ (7.4) 




Figure 7-6. Simple LC oscillator noise model 
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where F is the excess noise factor. Therefore, the phase noise in the 1//' 
region is 



£(A/) = 101og 



10 log 



l/2-|//(A/fi„^/A/- 



i/2-v: 



= 101og 



2FkT 



fo 



(7.5) 



Note that, the 1// portion of the phase noise is completely empirical. 

In reality, both the 1//^ and 1//^ phase noise are generated by noise 
upconversion due to phase modulation and other nonlinear effects in VCO 
instead of noise shaping of LC filtering. 

Furthermore, Lesson's phase noise model for the LC-VCO was extended 
to the ring oscillator by defining an effective Q factor of the latter one [27]. 

Hajimiri et al. developed a more accurate phase noise model for 
oscillators [28]- [32], which acknowledges the true periodically time- varying 
nature of all oscillators. This model is based on linear time-varying 
periodical analysis of an oscillator's impulse response of excess phase to 
current injection at a certain node. 

First, the linear relationship between the injected charge to a certain node 
in the oscillator and the excess phase at the oscillator's output is verified 
through both simulation and experiment. The unit impulse response for the 
excess phase to the injected charge is: 



(7.6) 



where u{t-T) is a step function, q^nx is the maximum charge swing across 
the capacitor on the node of interest, and ^{cOqt) is defined as an impulse 
sensitivity function (ISF), where CDq is the oscillating frequency. Thus, the 
excess phase can be calculated as: 



(7.7) 



Since T{cOqt) is periodic, it can be expanded into a Fourier series. 
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r(^o^) = + oos.{nco^r) 

^ n=l 



(7.8) 



The excess phase becomes 



(0=- 



. °° n=l 



(7.9) 



Applying a current /(?)=/„ cos[(nfi;Q + A<y)?] close to any integer 
multiple of the oscillation frequency will result two equal sidebands at ± A^y 
in 5^ (<y), because the excess phase is 



(7.10) 



The resulting sideband power relative to the carrier is given by 



(7.11) 



Consider an input noise current with a white PSD / A/ . (7.5) becomes 



£(A«y) = 101og 



where r^„^ is the rms value of T((OQr) , and 



Similarly, applying flick noise current 



_ .2 '"l// 



Ao) 



(7.12) 



(7.13) 



(7.14) 



The 1//' phase noise is 
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£(Afl?) = 101og 



(7.15) 



The 1//^ phase noise comer is given by 



1 c, 



(7.16) 



Furthermore, in addition to the periodically time-varying nature of the 
system itself, some of the oscillator's noise sources are cyclostationary. 
Consider a white cyclostationary noise current i„ if) decomposed as: 



(7.17) 



where i„o(^)is a white stationary process and a{(OQt) i^ a normaUzed 
deterministic periodic function describing the amplitude modulation. 
Applying (7.13) into (7.3), the excess phase is given by 



(pit) = — f /„o(r) - a(ajoT)r(<»o^-)^^- 



(7.18) 



So the cyclostationary noise source can be treated as a stationary noise 
source with an effective ISF given by 



(7.19) 



In comparison, the traditional phase noise model, in which only the noise 
around OJ^ is converted into phase noise, is equivalent to discard all but 

c, = 1 with F = 2T^ and gj,,^, = (0^,f ■ cl /F,^ . 

The phase noise result from this time-variant analysis agrees well with 
the commercially available software packages for phase noise simulation, 
such as SpectreRF and EldoRF [33]. However, the calculation of ISF for this 
model is not easy [28]. 

The limitation of phase noise models based on the linear perturbation 
analysis, either time-invariant or time-variant, can be seen from (7.1), (7.12), 
and (7.15). These formulas become invalid when frequency offset, A^ , 
approaches zero, because they predict infinite noise power density at the 
carrier as well as infiiute total integrated noise power. More recently, a 
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unifying theory and numerical methods for characterizing phase noise in 
oscillators were proposed by Demir et al. in [34] and [35]. This general noise 
model for autonomous oscillators is based on nonlinear perturbation analysis. 
For example, the phase noise formula for white noise source [34] (see (2.21)) 
is 



where the constant c [in j -Hz] describes all white noise contributions in 
the oscillator. As mentioned in section 2.2 (see (2.20)), this phase noise 
model in equivalent to the one in [36]. The phase noise model with colored- 
noise sources (e.g., 1// noise) is more complicated and can be found in [35]. 

This rigorous and exact phase noise model has a finite value at A/ = 0 . It 

eliminates errors of models based on Unear analysis, and appUes to any 

oscillatory system described by differential equations. The PSD of an ideal 
sine wave oscillator output is a <^ function at /q . The phase noise in a real 
oscillator spreads the carrier power in the S function as given in (7.20). 

Finally, the above models do not provide the direct relationship between 
noise sources (device, supply, and substrate noise) and the oscillator phase 
noise, because all this information is indirectly hidden behind some 
constants in the models. On the contrary, the noise analyses in other 
literatures help understand the noise upconversion mechanism in oscillators 
more directly and provide some helpful design implications [36]-[54]. 

7.1.5 Layout 

Attention has been paid to the symmetry in the VCO layout. Noises from 
the substrate, supply and cross-talk are minimized. The layout of the LC- 
VCO is shown in Fig. 7-7. 

The spiral inductor shown in Fig. 7-7 was shielded with patterned ground 
shield (PGS) that consists of poly layer with slots orthogonal to the spiral 
[20]. The ground strips are merged together around the four outer edges of 
the spiral, but no closed ring is formed about the spiral to avoid unwanted 
loop current. Transistor pairs, Ml-2 and M5-6 (see Fig. 7-1), are laid out 
with interdigitized and common-centroid geometries for good matching. Big 
sizes of PMOS bias current mirror, M3^, help reduce the 1// noise, and 
their big parasitic capacitance help reduce VCO phase noise [55]-[57]. 
Open-drain NMOS buffers are used for VCO output measurement [9]. 



£(Af) = 101og 




(7.20) 
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7.2 



Figure 7-7. Layout of the LC-VCO 

Phase-frequency detector 



Dynamic implementations of the flip-flops for PFD (see Fig. 3-2) are 
shown in Fig. 7-8 [58]-[60]. It is a simphfied version of the high-speed 
TSPC flip-flop [61] since the flip-flop's input Z) is always tied to 1. 



RBO~y\ 



CKO 




Figure 7-8. Implementations of dynamic FF for PFD 

Alternative implementations of PFD, the so-called precharge PFD [62] 

and a simphfied precharge PFD [63], are shown in Fig. 7-9. Note that, the 
simphfied version is sensitive to the duty cycles of two input signals. Other 
variations of precharge PFD can be found in [64]- [66]. 




Figure 7-10. PFD using RS latch 
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The PFD used in this design is the one illustrated in Fig. 7-10. It is an 
asynchronous state machine based on RS latches and is widely used in the 
Uterature [5], [67]-[69]. 

7.3 Charge pump 

7.3.1 Reference spur 

The conceptual diagram of the charge pump is shown in Fig. 7-11. It 
consists of two switched current sources driven by the tri-state PFD. The 
width of the output current ( ) pulse is proportional to the phase error (^^ ) 
at the PFD inputs. Thus the phase error is converted into a proportional 
amount of charge at the charge pump output. 



In the PLL, the reference frequency modulates the VCO generating 
sidebands aroimd the carrier. Ideally, the charge and discharge currents are 
equal, that is, = Ij„ = I^p . Therfore in the locked-state, the VCO control 

voltage ( ) variation is only due to noises in the PLL. In practice, the 
nonidealities of the charge-pump cause periodic ripples on . 

Since the variation of is very small in the locked-state, the narrow- 
band frequency modulation (FM) theory is reviewed here. The VCO output 
is expressed as: 




Figure 7-11. Conceptual diagram of charge pump 



VCO 



(7.21) 



In the case of narrow-band FM, the maximum phase deviation is 
much less than 7t/2, that is: 
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A0 = 



n 

« — 
2 



(7.22) 



Suppose the initial phase 0o = 0, (7.21) yields: 



(7.23) 



Vout (0 = Vo COS cOot + K^^„ {r)dT 

= cos(ft)oOcos K^^„ j - Vq sin(fl;oOsin A',^ (r>/T 

Let V^{t) be a sinusoidal signal with the reference frequency: 

V,{t)=A„cos(oj„ft) (7.24) 



Then (7.22) and (7.23) reduce to the following: 



max ^ref 



(7.25) 



cos co^t --^cos{a)Q - (o^^j )^^2 ^^^^^ ^ 



(7.26) 



From (7.26) we observe that reference spurs at /q + f^f fo ~ frej 



are: 



= 201og 



vco m 



dBc 



(7.27) 



In the charge-pump PLL, the PFD outputs, up and dn, produce a narrow 
pulse in each phase comparison period (T^ef). Noises in PLL generate the 

random part of the charge-pump output current ( ), while mismatches in 
the charge-pump generate deterministic and periodic part of . 

Recall that in the linear and continuous-time PLL phase noise model in 
Fig. 3-6, the noise associated with each block of the PLL can produce non- 
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zero phase errors 0^ at PFD. Figure 7-12 illustrates the pulse sequences 
generated by noises in PLL. 



t 4ul Tref 0e{n)l{27t) 
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6 7 ^'^^ 


0 




1 2 3 


5 




1 



Figure 7-12. Charge-pump output current in locked state due to noise 

Since the PFD and charge-pump actually operate in a discrete-time 
manner (see Fig. 3-10), the spectrum folding due to sampling effect occurs. 
According to (3.41), the spectrum of discrete-time phase error 6^ is that 

of the continuous-time 0^ repeated in the frequency domain with period 
equal to the reference frequency CD^^j . 

de.A(o)=Y.^e[(0 + nco,^) (7.28) 

n=-»» 

This spectrum folding effect produces phase noise around offset 
frequencies of n(0„f , where n = ±l, ±2, The phase noise around offset 

frequencies ±0}^^f is accounted for the reference spur here. The noise 

transfer functions from different noise sources in the PLL to the reference 
spur are listed in Table 7-2. In the table, we use the following approximation 
for (0 « (0„f : 



Iiol\j[oJ + (Oref)\^H,XjCOref) 



(7.29) 
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Table 7-2. Phase noise transfer functions for reference spur 



noise source 



input 



PFD/CP 



LF 



VCO 



divider 



transfer function to 0., 



N 



-N 



high-pass 



high-pass 



band-pass 



high-pass 



high-pass 



Denote the PLL output rms phase error in md as A^^^ . Comparing 

Table 7-2 and Table 3-1, the upper bound of the reference spur due to 
various noises is given by: 



P, <201og(A(^^) + 201og|//„,(M,,)|) 



(7.30) 



The reference spur reaches this upper bound when the noise contribution 
of the VCO and loop filter dominates A^^, .When A^^^^ =n/l80, i.e., 1°, 
201og(A<z>^)--35rfB. 

Combining (3.3), (3.32), (3.37) and the fact that CD, « 0),^^ , we have 

h(j^ref] Rl C, +C,+C, + ^^^^^^^ /^^J2 



(7.31) 



and 



0). 



(7.32) 



Note that (7.31) and (7.32) can be further simpUfied if 0)^2 «Oi„i 



and/or (Wpj « G>„y , 
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Mismatches in the charge-pump generate deterministic and periodic 
ripples of the VCO control voltage. Figure 7-13 illustrates the charge-pump 
output current ) in one reference period (T^ ) due to nonideaUties of 

the charge pump. The incomplete derivations of reference spur due to 
mismatches in [70] are reexamined here. 



heak 



Tref ^cp 




(a) cunent leakage 



(b)ci]iTeiitmi8iiiatdi (c) timing mismatch 



Figure 7-13. Charge-pump output current in locked state due to mismatch 

Since the charge-pump output current is a periodic signal with 

period of , it can be decomposed into discrete Fourier series as [71]: 



(7.33) 



*=i 



The VCO control voltage is 

Thus, the reference spur level in dBc is 



(7.34) 
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= 20 log 



2(o. 
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(7.35) 



+ 201og(|//„,(M./)|) 



cp J 



In Fig. 7-13 (a), the pulse width of current / to compensate the leakage 



current is: 



T = 



'ref 



(7.36) 



The coefficients of Fourier series in (7.33) are: 

_ Sin(^6;,,^T/2) .jka,„,rl2 



(7.37) 



From (7.36), we have r « T^^^ when « /^.^ . Thus the coefficient 
corresponding to the reference spur is: 



(7.38) 



For example, if =10/iA , /^^ =100/M and = 100, then in (7.35) 
the term 201og(A^;r-|ci|//,.^) is about -30dB. 

In Fig. 7-13 (b), the current mismatch between and is: 



^^cp =^up~hn 



(7.39) 



The pulse width of current - / to compensate this current mismatch is 



(7.40) 
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Usually A/pp « /^^ and « T^^j- , thus T « t„ 
coefficients of charge-pump output current in (7.33) are: 



The Fourier 



Cp rp 



t simkco A /2) 



1 kO) A 12 

re/ "'"^ref'on ' ^ 



(7.41) 



Thus the coefficient for the reference spur due to current mismatch is: 



cp 



T 

\ J 



(7.42) 



As a numerical example, if A/^^ / 1^^ = 10% , T^^j = lOOws , = Ins and 
N = 100, then in (7.35) the term 201og(A^;/r • |ci|/ 7,^ ) is about - 40dB . 

Figure 7-13 (c) shows the charge-pump output current due to the timing 
mismatch between the turn-off of up and dn switches. It might be due to the 
delay mismatch between falling-edges of up and dn, or the turn-off time 
mismatch between the two switches themselves. It generates both a positive 
and negative current pulse of the same width. Again, we denote the 

current pulse width as r , and the Fourier coefficients are: 



c, =■ 



ref L 



-sm 



(7.43) 



-jkeo„j(T+i„,)l2 



J 



So the coefficient for the reference spur due to the timing mismatch is 



\c,\«27a 



^ ref ^ ref 



(7.44) 
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Thus, if T,,j = lOOnj , t„„ = \ns,T = O.ins md N = 100, then in (7.35) 
the term 201og(^;z' ■ jcj |/ /^.p ) is approximately -34dB. 

Besides the three kinds of mismatches discussed above, mismatches of 
clock feed-through and charge sharing of up and dn switches also contribute 
to the reference spur. Sometimes, dummy switches are used to reduce clock 
feedthrough and charge sharing. 

Note that in a PLL with on-chip loop filter and VCO, the reference spur 
can be partially contributed by the periodic supply noise and substrate noise 
due to the periodic operation of the PFD, charge-pump and loop divider. 

It is interesting to notice that in the standard charge-pump PLL, the 
reference spur is directly related to the pulse sampling of 9^ (see Fig. 7-12 
and Fig. 7-13). If we sample 9^ using the zero-order sample-and-hold 

function as explained in (7.45), the reference spur will be significantly 
reduced. Compare with (7.28) of impulse sampUng, the spectrum of sample- 
and-hold is given by 

^e.M- J^,. , I,0e{^ + n^J (7.45) 

For the example of PLL with a sample-reset loop filter in [73] (see Fig. 
6-5 and Fig. 6-6), the spectrum of the charge-pump output current is: 



I \ (7.46) 



7.3.2 Charge pump architectures 



As summarized in [70], three generic topologies of charge-pumps are 
shown in Fig. 7-14. The switch is put at the drain, gate and source of the 
current source (or sink) transistor in Fig. 7-14 (a), (b) and (c), respectively. 
The one with switch at drain has the shortest switch time, but its peak current 
matching is a problem [70]. The one with switch at gate has the longest 
switch time and it is less used in practice. 
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(a) Switch in drain (b) Switch in gate (c) Switch in souioe 



Figure 7-14. Simplified schematic of generic charge-pumps 




(a) Basic (b) With buffer (c) NMOS switdi only 



Figure 7-15. Current steering charge-pumps 

Charge-pumps using the current steering technique [70] shown in Fig. 7- 
15 feature faster transient response and no supply current glitches. A buffer 
is used in Fig. 7-15 (b) to better match the charge and discharge currents, 
and to minimize charge sharing at the output [66], [70], [72]. The charge- 
pump in Fig. 7-15 (c) uses symmetric switches, but the two switch-to-output 
paths are asymmetric. 

Many efforts have been made to improve current matching and/or reduce 
charge-injection and charge-sharing due to switching operation in the 
literature [70]-[85]. However, we also need to pay attention to the transient 
characteristic of charge pump because the PFD pulse width is very small 
(typically around Ins) in the locked state. Fast and symmetrical transient 
response is critical for good matching in the charge pump. Fortunately, the 
reference frequency is very high in the fractional-N synthesis and the 
reference spur is much less concemed. The simplified schematic of the 
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charge pump in the prototype PLL is the same as the one illustrated in Fig. 
7-15 (a). It has the properties of fast transient response and good timing 

delay matching from switching controls, VP and DN , to output current 

^ out • 

In TSMC 0.35//OT CMOS, a typical delay of an inverter with 2-V supply 

and the same inverter load is Q3ns. To increase the linearity of the charge- 
pump, the exclusive-or (XOR) gates are employed to generate switching 

controls UP and DN and their inverse signals VP and DN for better 
alignment. Simulation shows that the timing misalignment is less than 5Qps 
with the circuitry shown in Fig. 7-16. Note that, an alternative approach, 
which is often used, is shown in Fig. 7-17. Even and odd numbers of 
inverters are used for the in-phase and inverse VP (or DN ) control, 
respectively. The inverter size and/or load in both paths are scaled to obtain 
equal delay. 




Figure 7-16. Aligning UP (or DN) and its reverse 



■{>o — |^>o — |^>o QUP 



UP 



Figure 7-17. Aligning with scaled inverters 

7.4 Programmable divider 

A pulse- swallowing programmable divider as shown in Fig. 7-18 was 
used. It is a combination of a dual-modulus prescaler and two programmable 
counters. In each output cycle, the prescaler divide ratio is P -I- 1 for A 
times, and P for the remaining M -A times. Therefore, the total frequency 
divide ratio is: 



N = A-{P + \)+{M - a)- P = M ■ P + A 



(7.47) 
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Figure 7-18. Pulse-swallow programmable frequency divider 

In this work, the prescaler modulus (P/P+l) is 15/16, and the 
programmable M and A counters are 6-bit and 4-bit, respectively. 

The lower boundary of continuous divide ratios of a pulse-swallowing 
divider with a dual-modulus prescaler is P-(P-l) . For P = 15 , this 
boundary is 210. Since continuous divide ratios in a large range (e.g. from 
100 to 200) are often required, we can either reduce the modulus P of the 
dual-modulus prescaler or use a multi-modulus prescaler. For example, the 
lower continuous divide ratio boundary of a four-modulus prescaler 
(P/P -I- 1/P + 2/P -I- 3) is P-(P- 1)/3. This boundary equals 80 when 
P = 16 . Generally, the lower boundary of an m-modulus prescaler 
(P/P + 1/ - /P + m-1) is P M^„, where is the maximum integer 
number that satisfies: 



(P + m-l)M^„+l<P-(M^„+l) 



(7.48) 



Mr^.<^ (7.49) 

The loop divider, which is usually a combination of a high-speed dual- 
modulus prescaler and a programmable low-speed divider, is modeled as 
l/N in the linear and continuous phase noise analysis. But in reality, the 
frequency divider is a discrete digital block and it down samples the VCO 
output phase noise. For an integer divide ratio of A'^ , the relationship 
between the divider's input and output phase noise is: 

eM = 0,Jm-N)/N (7.50) 
In frequency domain, we have 
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(7,51) 



where the Q is the normahzed angle frequency of the divider output: 

Q = 27tf/f,,, (7.52) 

From (7.51), we know that the VCO phase noise power out of the 
frequency range of - ^ 2 - /^^^ / 2 , is folded within this frequency range 
due to the alias effect of the down sampling. 

If we take the VCO phase noise as continuous and the divider output 
phase noise as a sampling of the VCO phase noise, we have 



The sampling function is; 



(7.53) 



N 



rfl'V 



Q. 
2J 



(7.54) 



The magnitude of this sampling function (without scaling factor of 1/AO 
for a 900MHz GSM frequency sjoithesizer is illustrated in Fig. 7-19. Note 
that, the reference frequency is 200kHz and the divide ratio A'^ is 4500. The 
transfer function has zeros at multiples of the sampling frequency, that is, the 
divider output frequency. 




Figure 7-19. Frequency divider sampling function 
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For a carrier signal with spurious tones (see (2.4)) passing the frequency 
divider, the divider output (assumed as sine wave) is: 



Thus, the spur frequency relative to the carrier is not changed, but the 
spur level is attenuated by 201og(A0 dB at the divider output. 

7.5 Digital £A modulator 

The third-order three-level multi-feedforward digital 2A modulator [86] 
as studied in Chapter 4 is employed in the experimental PLL prototype. It 
generates smaller instantaneous phase error at PFD input. Thus the phase 
noise associated with PFD and charge-pump is reduced. The noise folding 
(or mixing) due to nonUnearities of PFD, charge-pump and VCO in the PLL 
is also reduced. 

7.6 Chip layout 

The layout of the whole chip, which includes a fully integrated 2A 
fractional-N frequency synthesizer and some standalone building blocks, 
such as prescaler, loop filter and VCO, is shown in Fig. 7-20. The whole 
chip measures 2mmx2mm. Each building block is encircled by double guard- 
rings to minimize substrate noise interference. The big ESD protection 
transistors are removed for RF pads, such as the VCO output and prescaler 
input pads. Empty areas are filled with poly, metal3 and/or metal4 layers to 
meet the requirement on the minimum density of these layers. 




(7.55) 



VgSin 2^—t +—sm{27tfj) 



N N 



J 
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Figure 7-20. Layout of the whole chip 



Table 7-3 summarizes the area distribution of the monolithic frequency 
synthesizer. It shows that the digital ZA modulator takes more than half of 
the synthesizer's total area. 



Table 7-3. Synthesizer active area distribution 



block 


area 


percentage 


digital SDM 


0.5m/n^ 


58.8% 


LC-VCO 


0.15mm^ 


17.7% 


loop filter 


0.05/nm^ 


5.9% 


piescaler 


0.4mm^ 


4.7% 


others 




12.9% 


total 


0.85mm^ 


100% 
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Chapter 8 

PROTOTYPE MEASUREMENT RESULTS 



The XA fractional-N synthesizer prototype design was sent to MOSIS 
later in October 2001 for fabrication. It was fabricated in 035jum double- 
poly four-metal (2P4M) CMOS process by TSMC early in January 2002. 
The corresponding MOSIS run ID is TIAA. The chip was packaged in 
TQFP-48pin and received late in January 2002. The standalone blocks, 
prescaler and loop filter, and the whole PLL were characterized to prove 
both the enhanced phase-switching prescaler and the loop filter with 
capacitance multiplier on sihcon. 

8.1 Prescaler measurement 

The microphotograph of the standalone prescaler is shown in Fig. 8-1. It 
takes llO/imXlSOjum. Four SCL master-slave flip-flops can be figured out 
on the photo. Because the prescaler input has dual pseudo-differential 
NMOS pairs, differential input signals have to be appUed in the 
measurement set-up shown in Fig. 8-2. 




DC bias 



signal 
generator 




oscilloscope 



Figure 8-2. Prescaler measurement set-up 



The packaged standalone prescaler works up to 2.1GHz with a 1.5V 
supply and consumes 2mA excluding the output buffer. However, it is also 
verified that the prescaler within the PLL works well within the 
2.23~2.45GHz tuning range with l.SV supply. 

When the supply voltage increases, the maximum operating frequency 
and power consumption of the prescaler also increases. At 3.0V supply, the 
prescaler works up to A.lGHz as shown in Fig. 8-3. 

At \.5V supply, the prescaler input sensitivity (without input buffer) is 
shown in Fig. 8-4. The self-resonant frequency of the prescaler in absence of 
ac input is \.?>\6GHz. The upper hmit of input power is limited to lOdBm, 
which is the maximum output power level from the signal generator. 
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SapplyTCllaieCV) 

Figure 8-3. Maximum speed and power consumption vs. supply voltage 




92 0.7 1.2 1.7 2.2 

Input frequency (GHz) 

Figure 8-4. Input sensitivity over frequency (VDD= 1.5 V) 

Finally, the residual phase noise of the prescaler is shown in Fig. 8-5. The 
phase noise level at IkHz is -\2AdBc/Hz. 

A comparison between this prescaler and those recently reported in the 
literature is summarized in Table 8-1. It shows that this low-supply-voltage 
(1.5V), low-power (3mW), small-area (0.04mm^) and robust phase-switching 
prescaler has the smallest figure-of-merit (FOM), which is defined as power- 
speed ratio, than other CMOS prescalers. Its power-speed ratio is 
comparable to the low-power bipolar prescaler reported in [4], but its supply 
voltage is lower and its area is less than one-sixth of the bipolar one. 
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PHASE NOISE 




looj) ^m 



Figure 8-5. Measured residual phase noise 



Table 8-1. Prescalcr performance comparison 



ref# 


pro- 


divider 


supply 


power 


area 


speed 


FOM 




cess 


ratio 


iv\ 


[mW] 




{GHz\ 


mW/GHz 


tl] 


OJU 


128/129 


3.0 


24 


0.63* 


1.75 


13.7 


[2] 


0.5m 


16/17 


2.7 


1.9 


NA 


1.5 


1.27 


[3] 


0.25m 


220-224 


2.2 


59 


0.09 


5.35 


11.0 


[41 


52G 


128/129 


2.0/2.7 


imn 


0.25 


2/2.45 


1.0/1.1 




BJT 


256/257 


2.7/5.0 


30/56 


0.25 


12/13.5 


2.5/4.15 


[5] 


0.35m 


2^~2'*-l 


2.2 


NA 


NA 


0.94 


1.3 






2'~2''-l 


2.2 


NA 


NA 


1.8 


1.75 


[6] 


0.8m 


128/129 


5.0 


12.8 


0.013 


1.59 


8.05 


[7J 


0.24m 


22/23 


1.5 


19 


=0.3 


>2.5 


<7.6 


[8] 


0.25m 


128-256 


2.5 


15 


NA 


2.41 


6.22 


ours 


0.35// 


15/16 


1.5 


3 


0.04 


> 


<1.22 



' including pads 



8.2 Loop filter measurement 



The microphotograph of the loop filter is shown in Fig. 8-6. It takes an 
active area of less than 0.05m/n^. A standalone loop filter is included on the 
chip for testing. 
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Figure 8-6. Microphotographofloop iilter 

Due to the unavailability of the impedance analyzer, the loop filter's 
transimpedance was measured indirectly by the HP89410A DC-lOMHz 
vector signal analyzer. The measurement setup is shown in Fig. 8-7. The 
transfer function of loop filter with lOOkQ, resistor in series at the input and a 
buffer at the output was measured. 

The measured amplitude and phase are shown in Fig. 8-8, which agree 
well with simulated values with inaccuracies of no-chip resistance and 
capacitance, and parasitic capacitance taking into account. The impedance of 
the loop filter was extracted from the measurement results of Fig. 8-8. The 
magnitude and phase of the loop filter impedance are shown in Fig. 8-9 
together with simulation results for comparison. It shows that the 
discrepancies between the measured and simulated results mainly come from 
the parasitic capacitance at the loop filter output. 

vector signal analyzer 



HP89410A 



1 — — 


loopHlto- 









buffer 




Figure 8-7. Loop filter measurement setup 




(a) Amplitude 




(b) Phase 

Figure 8-8. Measured LF transimpedance in series with a lOOkQ resistor 



8.3 PLL measurement 



Figure 8-10 shows the microphotograph of the whole chip, which 

includes the monolithic PLL and some standalone blocks for testing. Each 
building block is encircled by double guard rings to minimize the substrate 

noise. The monolithic PLL has an area of 0.85mm^out of which the digital 
ZA modulator, the VCO, the loop filter and the prescaler occupy 0.5mm^, 
0.15 mm^, 0.05 mm^ and 0.04 mrn^, respectively. The VCO and the prescaler 
draw 6mA and 2mA from a 1.5- V supply, respectively and other blocks draw 
2mA from a.2-V supply in total, whereby the whole PLL system consumes 
l6mW. The VCO draws lots of current because the inductor's Q is only 
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about 2 and it needs a sufficient output voltage swing to drive the prescaler's 
pseudo-differential NMOS input pairs directly. Compared with the l^mW 
dual-path loop filter in [9], the proposed capacitance multiplier only 
consumes 0.2mW. 

The power spectrum and phase noise of the PLL output were measured 
by Rohde & Schwarz FSEB30 spectrum analyzer, and they are shown in Fig. 
8-12 and Fig. 8-13, respectively. Reference spurs of-52dBc and -SldBc are 
observed with reference frequencies of 20MHz and 50MHz, respectively, in 
Fig. 8-12. The PLL output tuning range is 9.4%, from 2.23GHz to 2A5GHz. 
The PLL loop bandwidth is 210kHz. The phase noise levels at lOMHz offset 
are -l25dBc and -l28dBc/Hz with the reference frequency of 20MHz and 
50MHz, respectively, which is mainly limited by the low quality inductor. 
The spurs caused by the non-ideal 45°-spacing in the phase-switching 
prescaler are negUgible. 
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Figure 8-9. Simulated and measured LF transimpedance 
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Figure 8-10. Microphotograph of the whole chip 
The PLL measurement set-up is shown in Fig. 8-11. 
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programming 



Figure 8-11. PLL measurement set-up 
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Figure 8-12. Measured PLL spectrum with different reference frequencies 
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Figure 8-13. Measured PLL phase noise with different reference frequencies 

The characteristics of the PLL-based fractional-N frequency synthesizer 
are summarized in Table 8-2. 
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Table S-2 Characteristics of frequency gnfliesizer 



tuning range 


2.23~2.45G/fe (9.4%) 


reference frequency 


50M//Z 


loop bandwidth 




frequency resolution 


KlOOHz 


reference spur 


-SldBc 


phase noise 


-90dBcmz@mHz 

-mdBc/Hz@\OMHz 


supply voltage 


1.5V-VCO&prescaler 
2.0V-other blocks 


power consunq>tion 


9mW-yCO, 3mW-pre8caler 

4mW-others, 16OTW-total 


process 


TSMC 0.35///7! CMOS (2P4M) 


active area 


0.5mm'-SDM, 0.15 mm^-VCO, 0.05 /nwr-LF 
0.04in»^-i>r6scaler, O.SSmm'-^total 



A comparison of some frequency synthesizers recently reported in the 
literature and this work is summarized in Table 8-3. It is worthwhile to 
mention that the frequency synthesizer designed in 0.25//m CMOS in [8] 
failed to work beyond 2.41GHz due to the prescaler. Based on the low- 
power and robust phase-switching prescaler and loop capacitance multiplier, 
the proposed topology saves considerable power and area while improving 
the circuit robustness. 



Table 8-3. PLL performance comparison 



ref# 


[10] 


[7] 


[11] 


[12] 


[8] 


ours 


output 


5.17-5.29 


4.84-5 


2.4-2.5 


2.4-2.53 


2.24-2.5 


2.23-2.45 


[GHz] 


2.3% 


3.2% 


4% 


5.2% 


11% 


9.4% 


topology 


Int.-N 


Int-N 




Int-N 


2AFN 


SAFN 


process 


OA/jm 


0.24jum 




0.25//m 


0.25//m 


0.35//W 


fref[MHz] 


11.75 


11 


48 


1 


13 


50 


coAkHz] 


800 (est.) 


280 


700 


NA 


NA 


270 


off-chip 


none 


none 


vco 


none 


SDM 


none 


part 






LF 




LF 




ref. spur 


-53 


<^5 


NA 


-58.7 


-64.7 




phase 


-115@ 


-101@ 


-123 @ 


-112@ 


-133@ 


-128@ 


noise 


lOMHz 


IMHz 


lOMHz 


IMHz 


3MHz 


lOMHz 


[dBc/Hz] 














power 


47 


25 


135.3 


20 


55 


16 


area 


2.0 


1.6* 


3.5 


0.29 


2.0* 


0.85 



* including pads 
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Chapter 9 
CONCLUSIONS 



The PLL frequency synthesizer is a critical building block of 
communication circuits. It is often used for frequency translation and 
channel selection. This book covers both fundamental and advanced 
knowledge of PLL synthesizers, from basic concepts of timing jitter and 
phase noise to the state-of-the-art analysis and design techniques. The 
contributions in this book are briefly Usted in the following. 

A. Analysis of the third-order PLL settling time 

The frequency and time domain analysis of the PLL available in the 

literature is only based on the second-order approximation, which gives 
formulas for parameters like the damping factor and locking time. But in 
practice the charge-pump PLL are almost all of third- or fourth-order. The 
closed-form frequency and time domain analysis of the third-order PLL is 
presented in Chapter 3. It produces more accurate formulas for practical 
high-order PLL's. These new formulas provide not only profound insights 
on real PLL's, but also more enlightening design guidehnes. 

B. Comparative study of digital ZA modulators for fractional-N PLL 

Fractional-N PLL synthesizers with a digital ZA modulator to control the 
instantaneous frequency divide ratio has been popular for more than a 
decade. This revolutionary fractional-N synthesizer architecture compensates 
fractional spurs elegantly in the digital domam and enables arbitrarily fine 
frequency resolution. However, the design considerations of the 2A 
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modulator are not well discussed before. A comparative study of digital DA 
modulators for fractional-N PLL synthesizers is conducted in Chapter 4. 
Four modulator topologies are compared in terms of noise shaping, spurs, 
histogram of EA introduced phase errors, and noise folding due to PLL 
nonlinearities. It provides deep insights and informative design guidelines of 
digital SA modulators in fractional-N PLL' s. 

C. Low-power and robust phase-switching prescaler 

The prescaler is often the speed bottleneck of high-frequency PLL 
synthesizers. The phase- switching prescaler exploits the toggling speed of a 
flip-flop or even an analog frequency divider, like the injection-locked 
architecture. The existing phase-switching prescaler topologies are based on 
four 90°-spaced phases and a multiplexer. They either suffer from potential 
ghtches or use power-hungry glitch-removing techniques. Moreover, the 
high-speed 4-to-l multiplexer imposes additional design challenges. A high- 
speed, low-power, and robust phase-switching prescaler is covered in 
Chapter 5. It is based on eight lower-frequency 45°-spaced phases and a 
reversed switching sequence. The phase pattern is detected to automatically 
adjust the switching sequence without introducing extra phase mismatches. 
The 8-to-l multiplexer is carefully designed to avoid potential glitches and 
delay mismatches. Furthermore, the timing analysis of the delay budget in 
the phase-switching control loop provides helpful insights into the analysis 
and design of this phase switching prescaler. 

D. Spurs due to delay mismatch in phase-switching prescaler 

A group of multi-phase signals can be generated from either a multi-stage 
VCO, a multi-stage delay-line, a phase interpolator, or a frequency divider. 
They are used to produce a new signal by means of multiplexing. However, 
the delay/phase mismatches of the multi-phase signals will introduce spurs 
in the synthesized signal. A mathematical model of the spurs due to 
delay/phase mismatches in the phase-switching prescaler is derived in 
Chapter 5. Although it is based on a simphfied statistical mismatch model, it 
does provide quantitative insights of the spur level. This spur analysis 
approach can be extended to model other multi-phase and multiplexing 
systems. 

E. Loop filter with capacitance multiplier 

The PLL loop filter often consists of a big capacitor, which either 
dominates the PLL area or has to be off-chip. The dual-path loop filter, 
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which equivalently scales down the capacitance by the current ratio of dual 
charge-pumps, is a popular solution to reducing the area of an on-chip loop 
filter. However, as mentioned in Chapter 1, this architecture has several 
disadvantages, such as big power and high complexity. A simple area- 
efficient loop filter solution based on a capacitance multiplier is elaborated 
in Chapter 6. It introduces negligible noise and consumes little power. 

F. Complete derivation of PLL reference spur 

Compared to phase noise, the reference spur of the charge-pump PLL is 
even more difficult to quantitatively analyze. Given the lack of a thorough 
study on this topic in the literature, a complete quantitative analysis of the 
reference spur is given in Chapter 7. Several mechanisms behind the 
reference spur are investigated, and their contributions are analyzed 
independently. The resulting formulas give designers a better estimation of 
the reference spur level during practical PLL circuit design. 

G. Behavioral-level verification of PLL stability limit 

The charge-pump PLL is an essentially discrete-time nonlinear system. 
However, the closed-loop phase margin, which is used as a stabiUty criterion, 
is based on the continuous-time linear analysis. Gardner derived its stability 
limit using the z-domain analysis based on differential equations in 1980. A 
behavioral-level simulation of the third-order charge -pump PLL is made in 
the Appendix to verify its theoretical stability limit. The plot of the 
maximum bandwidth to reference frequency ratio versus the optimal phase 
margin shows that the simulation result agrees well with Gardner's formula. 
This verification further clarifies the confusion about the stability Unlit in the 
hterature. 
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APPENDIX 

Behavioral Modeling of Charge-pump PLL 



A. Behavioral model of charge-pump PLL 



In a PLL, the loop bandwidth is at least ten times smaller than the 
reference frequency, while the VCO oscillating frequency can be as large as 
thousands of times of the reference frequency. Due to these vastly different 
time constants, the transistor-level transient simulation of PLL takes 
anywhere from a few hours to several days. Behavioral modeling is widely 
used to speed-up the simulation of the PLL. Figure A- 1 shows the behavioral 
model of charge-pump PLL using Simulink. Basic parameters in this model 
include reference frequency f^ , charge-pump current , loop filter 

values /?, , C, and C2 , VCO free-running frequency /g and conversion gain 
, and divide ratio A^. 



B. Stability limit of charge-pump PLL 



As mentioned in Chapter 3, the stability limit of the third-order charge- 
pump PLL was derived by Gardner in [1] (see 3.37). It is based on linearized 
approximate difference equations. With K = CO^blib — ^ (see 3.23) and 

6)^=0) J 4b (see 3.21), (3.73) becomes [2] 

^< lfi±£) (Al) 

4;r^(l + a) ^ 4;r(l-aX^-l) 

-Jb a>ref b 
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Figure A-1. Behavioral model of CP-PLL in Matlab (Simulink) 



where a = exra - 2y/b7r — — . 

Since the optimal phase margin <t>^ is exclusively determined by b (see 
3.22), we can plot the maximum O)^ I (O,^ ratio, that is, the stabihty limit, 
against ^„ [2]. The Matlab behavioral model of the third-order charge -pump 
PLL is used to verify this theoretical stability limit. The fixed part of loop 
parameters includes: =100/M , f^=\QOkHz , fo=WMHz , and 

^vco I N = 400kHz /V . We sweep the phase margin by varying the value 
of b and calculate the corresponding loop filter values as listed in Table A-1. 
Then we check the loop stability limit by changing the value of /^^y and 

doing behavioral simulation. The theoretical stability limit is obtained by 
plotting both the left- and right-hand side of inequahty (A.l) using Matlab to 
find the cross point value of (O^ I <o^ . 

As shown in Fig. A-2, the theoretical prediction of the maximum 
^c^^ref ^^"-i^ agrees well with the behavioral simulation results. It proves 

that the discrete-time hnear analysis in [1] is very accurate for the charge- 
pump PLL in its steady-state. Notice that the stabihty hmit is non-monotonic 
with respect to the phase margin obtained from the continuous-time linear 
analysis. The commonly used rule-of-thumb, (0^ < 0)^^^ l\0 , provides a 

safety margin factor of more than 2.7 to tolerate variations of PLL 
parameters and any additional loop delay. Note that, when a PLL has a very 
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wide frequency range, the charge-pump current and/or the loop filter values 
need to be adjusted adaptively to ensure loop stability [3]-[6]. 



Table A-1. Loop filter values for different phase margins 



b 




R^ 


c, 


C2 




b 


0n. 




c, 


C2 






kQ 


pF 


pF 








kQ 


pF 


pF 


2 


19.5° 


31.4 


71.7 


71.7 




12 


57.8° 


17.1 


279 


25.3 


2.5 


25.4° 


26.2 


96.1 


64.1 




16 


61.9° 


16.8 


380 


25.3 


3 


30.0" 


23.6 


117 


58.5 




25 


67.4'"' 


16.4 


480 




4 


36.9° 


20.9 


152 


50.7 




36 


71.1° 


16.2 


591 


16.9 
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41.8° 


19.6 


181 


45.3 




49 


73.7° 


16.0 
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14.5 
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45.6° 


18.8 


207 


41.4 




81 
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15.9 
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11.3 
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Figure A-2. Maximum stable Ol/a^/ ratio versus optimal phase margin 



C. Nonlinear frequency pulling and linear phase locking 

As shown in Fig. 3-5, the linear PFD detection range is — l7l<d^ <27t . 
When 6g > 2k or 6^ < —2n , a 'cycle shp' occurs. This nonlinear behavior 
can be simulated using the model in Fig. A-1. The loop parameters for PLL 
dynamic behavior simulation are: =10Mffe , / = 10 juA, f^ =100kHz, 
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K^^g - 120MHz /V , N =30, and loop filter values can be found in Table A- 
l for b = 16 i<p„= 62° ). The VCO control voltage V, is shown in Fig. A-3 
(a) and (b) to illustrate the nonlinear frequency pulling behavior with initial 
VCO frequency fg =215MHz and 250MHz, respectively. It indicates that 
when /o = 275MHz , the 'cycle sHp' occurs once where the VCO control 
voltage goes down. The 'cycle sUp' happens frequently when /q = 250MHz , 
where the initial frequency error is even bigger. As mentioned in Chapter III, 
the average duty cycle of the charge-pump output current pulse is about 50% 
during nonlinear frequency pulling. The pull-in time can be calculated as in 
(A.2). 
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Figure A-3. Nonlinear frequency pulling simulation 
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Figure A-4. Charge-pump output current pulses 



{C,+C,)■^V, _2{C,+C^)-£^ 



0.5/ 



cp 



1 K 

cp vco 



34fis 



(A.2) 



This estimated pull-in time roughly agrees with the plot shown in Fig. A- 
3(b). 

The 'cycle slip' in Fig. A-3 (a) is rechecked in by plotting current pulses 
at the charge-pump output shown in Fig. A-4. It indicates that when the 
divider's output frequency is less than the reference frequency, the phase 
error increases with time. Around time instant t = lAjUs , the phase error 0^ 

is greater than 2fr, that is, beyond the linear PFD detection range. Thus, the 
duty-cycle of the charge-pump output current pulse "falls down" from nearly 
100% to almost 0%, which causes the falling down of the VCO control 
voltage in Fig. A-3 (a). 

The phase error 0^ is within the linear PFD detection range of ±2;r 

during the linear phase locking. The channel switching operation in a PLL 
synthesizer involves a linear phase locking process. For phase-locking 
simulation, the PLL parameters are: = lOMHz , Igp = lOOflA , 

f,=mkHz , K,,„=40MHz/V , N = 100 , and fo=990MHz . The 

division ratio changes between N and N + I . The simulated for 
different ^„ values is shown in Fig. A-5. It reveals that the locking time is 
the minimum when ^„ is around 50°. 
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Linear phase locking with /^//j=100 
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(e) $lw=71° (t=36) 
Figure A-5. Linear phase locking with _^,y//;= 100 (continued) 



To further investigate the effect of samphng delay on the locking 
behavior of a PLL, the channel switching simulation is undertaken with 
/«///<: =10 • The PLL parameters are: f^=\MHz , I^=\QOfjA , 
f, =mkHz , K^^„ =4MHz/V , N=10 , and fQ=9MHz . As in the 
previous simulation, the division ratio varies between and A^+1. The 
simulated VCO control voltage with different phase margin values is shown 
in Fig. A-6. Comparing Fig. A-6 with Fig. A-5, we conclude that the 
continuous-time approximation is vaHd for f^^ / > 10 . For //^ = 10 , 

the locking time is the minimum when is around 45° [2]. 
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Figure A-6. Linear phase locking with f,^/f^lO 
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Figure A-6. Linear phase locking with fr^lfc=^0 (continued) 

D. Loop delay effect on locking behavior 

To investigate the effect of loop delay on the PLL locking behavior, a 
delay block is added in the Simulink model as shown in Fig. A-7. 

With b =16, the phase margins calculated from (3.39) for =0.05//^ 

and = 0.1/ f^ are given in (A.3) and (A.4), respectively. 



■coja =62°-18° = 44° 



(A.3) 
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Figure A-7. Behavioral model of CP-PLL with loop delay 



=62° -36° = 26° 



(A.4) 



For fr^lfc ~ 100, redo the simulation as shown in Fig. A-5 (d), which 

corresponds to i> = 16 . The VCO control voltage with loop delay 
= 0.05/ f, and tj=0.l/f, is shown in Fig. A-8 (a) and Fig. A-8 (b), 

respectively. It shows that the loop delay does reduce phase margin. 

Similarly, repeat the simulation with loop delay for /^^^ //^ =10. The 

VCO control voltage for tj =0.05/ and =0.1//^ is depicted in Fig. 
A-9 (a) and Fig. A-9 (b), respectively. 
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(b)/^.l//,(^>'«=26°) 
Figure A-8. Linear phase locking with f^/ /j=100 and loop delay 
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